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LETTER  OF  TRANSMITTAL. 


PENNSYLVANIA  DEPARTMENT  OF  AGRICULTURE 
Bureau  of  Chemistry. 

Harrisburg,  April  1,  1923. 

Hon.  F.  P.  AVillits, 

Secretary  of  Agriculture,  •  i 

Harrisburg,  Pa. 

Dear  Sir: — I  have  the  honor  to  transmit  herewith  for  yt)ur  approval 
a  report  showing  in  tabular  form  the  results  of  chemical  analyses 
and  microscopical  examinations  of  the  official  samples  of  Feeding 
Stuffs  made  by  this  Bureaii  during  1922.  These  samples  were  selected 
by  the  Special  Agents  from  Selling  Agents  throughout  the  State  and 
examined  as  required  in  the  enforcement  of  the  Act  of  May  3rd,  1900, 
as  amended  May  11th,  1921  regulating  the  sale  of  Concentrated  Com- 
mercial Feeding  Stuffs. 

It  is  recommended  that  this  report  be  published  in  bulletin  form 
for  distribution. 

Very  respectfully, 

JAMES  W.  KELLOGG, 

Chief  Chemist. 
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feULLETIN  NO.  37^ 

FEEDING  STUFFS  REPORT' 

1922 


INTRODUCTION. 


This  Feeding  Stuffs  Reiwrt  for  1922  shows  iu  tabular  form  the 
results  of  the  chemical  analyses  and  microscopical  examinations  of 
the  1303  official  samples  selected  by  the  Special  Agents  in  175  towns 
and  cities  and  45  counties  throughout  the  State  during  the  year. 
They  were  obtained  and  examined,  as  required  by  the  Feeding  Stuffs 
Law,  to  determine  the  correctness  of  labeling  and  statements  of  com- 
position printed  on  sacks,  attached  cards  or  on  cards  attached  to 
bins,  from  which  bulk  sales  were  made  and  represented  777  different 
kinds  and  brands  of  Feeding  Stuffs,  the  output  of  322  Manufacturing, 
and  Importing  iirms.  There  were  96  samples  representing  shipments,, 
which  were  not  guaranteed,  many  of  these  not  being  registered  as 
reqiiired. 

Of  the  total  number  of  samples  representing  guaranteed  shipments, 
99,  or  8.2  per  cent.,  were  found,  upon  analysis,  to  be  deficient  in  either 
protein  or  fat  or  both  of  these  forms  of  nutrients  where  the  protein 
failed  by  1  per  cent,  or  more  and  the  fat  by  |  per  cent,  or  more  to 
meet  their  guarantees.  There  were??'®  deficient  in  both  protein  and 
fat,  48  in  protein  alone  and  40  in  fat  alone.  In  a  large  proportion 
of  the  samples  found  deficient  in  one  constituent  there  Avere  overages 
in  another,  which  tended  to  balance  such  deficiencies. 

Of  the  770  Proprietary  Mixed  Feeds,  which  included  more  than 
one-half  of  the  total  samples  examined,  there  Avas  too  large  a  pro- 
portion of  them,  or  296  samples,  which  were  found  to  be  not  true  to 
claimed  compositions.  Thirteen  were  adulterated  with  prohibited 
m.aterials  such  as  whole  weed  seeds  and  rice  hulls  and  2  were  dam- 
aged and  mouldy.  In  many  certain  ingredients  claimed  were 
omitted,  or  Avere  present  only  in  traces  and  still  others  included 
additional  ingredients  or  Avhere  substitution  of  one  by-product  for 
another  had  been  made.  Of  this  class  of  mixed  feeds,  Avhich  includes 
such  by-products  as  oat  hulls  oat  meal  mill  by-product,  clipped  oat 
by-product,  cottonseed  hulls  and  flax  plant  refuse,  Avhere  the  fiber  is . 
restricted  to  12.1  per  cent.,  there  were  20  cases  in  Avhich  the  fiber' 
exceeded  this  permitted  amount  showing  a  reduction  in  fiber  in  such ' 
feeds  compared  with  previous  years'  samfples.    There  is  much  room' 
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for  improvemrnt  in  the  correct  showing  of  compositions  for  mixed 
feeds  as  this  large  proportion  of  false  statements  of  ingredients  is 
not  only  a  plain  violation  of  the  law,  but  shows  a  failure  to  supply 
the  character  of  feeds  as  advertised.  Because  of  these  deficiencies, 
misbrandings  and  failures  to  register  certain  brands,  35  prosecu- 
tions were  ordered  during  the  year. 

The  Feeding  Stuffs  registered  for  1922  sales  in  the  State  numbered 
2219  different  kinds  and  brands  and  817  licenses  for  such  sales  were 
issued  to  633  Manufacturers  and  Importers. 

In  addition  to  the  official  samples,  411  special  samples  of  Feeds 
Avere  received  from  residents  of  the  State  during  the  year  and  ana- 
lyzed for  a  fee  of  -fl.OO  each,  as  provided  by  the  law.  The  reports 
submitted  in  each  case  Avere  of  value  in  arriving  at  correct  guaran- 
tees to  be  used  for  feeds  to  be  registered  and  in  checking  guarantees 
In  cases  of  purchased  shipments  and  because  the  results  obtained 
were  for  private  information  they  are  not  included  in  this  report. 

In  the  following  pages  will  be  found  Acknowledgments,  Tables 
showing  Classification  of  Samples  Analyzed  and  Summary  of  Defi- 
ciencies, Average  Analyses  and  Retail  Trices,  according  to  classi- 
fication. Key  to  Tables,  showing  arrangement  of  tabulations  of  anal- 
yses, and  Table  III,  shoAving  in  detail  the  chemical  analyses  and 
microscopical  examinations,  together  Avith  brand  names,  names  and 
addresses  of  Manufacturers  and  Importers  for  each  sample  received 
and  examined. 
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licif-ncies  and  for  checking  purposes. 
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TABLE  I.— CLASSIFICATION  OF  SAMPLES  ANALYZED  AND 
SUMMARY  OF  DEFICIENCIES. 


Name  ol  Feeding  Stuffs. 


Dairy 
Dairy 
Stock, 
Stock, 
Calf 
Swine 


and  iMiscellaneous  Chop  Feed, 


Proprietary 

Proprietary 

Proprietary 

Proprietary 

Proprietary 

Proprietary 

Proprietary 

Miscelloneous  Peed.   

Proprietary  Poultry  Peed: 

Scratch  Feed,   

Mash  Feed,   

Animal  By-Products: 

Blood  Meal,   

Meat  and  Bone  Scrap, 

Pish  Scrap,   

Tankage,   

Poultry  Bone,   


Cottonseed  Meal,   

cottonseed  Feed,   

Linseed  Oil  Meal,  0.  P.,   

Distillers'  Dried  Grains  i largely  from  corn),   

Distillers'  and  Yeast  Dried  Grains,   

Brewers'  Dried  Grains,   

Corn  Gluten  Meal,   

Com  Gluten  Feed,   

Hqminy  Feed,   

Corn  Feed  Meal,   

Wheat  Bran,   

Mixed   Feed:   Wheat  By-Products,   

Standard  Wheat  Middlings,   

Wheat  Flour  Middlings,   

Brown  Shorts,   ■-  

Gray  Shorts,   

White  Shorts,     

Low  Grade  Flour,   

Rye  Middlings,   

Mixed  Feed:  Rye  By-Products,   

Wheat  and  Rye  Offals,   

Oat  Feed,   

Buckwheat  Middlings,   

Alfalfa  Meal,   

Dried    Beet  Pulp,   

Feed,   

Peed  with  Molasses.   

Horse  and  Mule  Peed,   

Horse  &  Mule  Feed  with  Molasses, 

Meal,   

Feed, 


!  » 


o 
c. 


Total, 


49 
21 


4 
LS 
7 

:» 

14 
1 

96 

17 

25 

19 
S 

19 

19 
<J 
2 
1 
6 
8 

H 
14 

109 
72 
64 

171 
7 
22 
94 
16 

123 
92 

1 

59 

18 
3 

1.303 


49 
20 
48 
2 
4 
13 
7 
38 
14 
1 
87 
16 
25 
18 
S 
14 
14 
9 
2 
1 
6 
8 
1 
6 
14 
108 
72 
64 
167 
7 
22 
42 
13 

120 

85 

1 
59 

3 
18 

1 

1207 


48 
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TABLE  II— AVERAGE  ANAILYSES  AND  RETAIL  PRICES 


Name  of  Feeding  Stuffs, 


J5 


Cottonseed  Meal,   

Cottonseed  Feed,   

Linseed  Oil  Mesl,  0.  P.,   

Distillers'  Dried  Grains,  (Largely  from  Corn),   

Distillers'  and  Yeast  Dried  Grains,   

Brewers'  Dried  Grains,   

Com  Gluten  Meal,   

Corn  Gluten  Feed,   

Hominy  Feed,   

Corn  Feed  Meal,  ._  

Wheat  Bran,   

Mixed  Feed:  Wheat  By-Products,   

Standard   Wheat  JTiddlings,   

Wheat  Flour  Middlings,   

Brown  Shorts,   

Gray  Shorts,   

White  Shorts,   

Low  Grade  Flour,   

Rye  Middlings,   '-  

Mixed  Feed:  Rj'e  By-Products,   

W'heat  and  Rye  Offals,   

Oat  Feed,   

Buckwheat  Middlings,   

Alfalfa  Meal,   „  

Dried  Beet  Pulp,   

Proprietary  Daii-y  Feed,   

Proprietary  Diiiry  Feed  with  Molrsses,   

Proprietary  Stock,  Horse  and  Mule  Feed,   

Proprietary  Stock,  Horse  and  Mule  Feed  with  Molasses, 

Proprietary  Calf  Meal,   

Proprietary  Swine  Feed,   

Proprietary  Poultry  Feed;  Scratch  Peed,   

Mash  Feed,  

Animal  By-Products,  Blood  Meal,   

Meat  and  Bono  Scrap,   

Fish  Scrap,   -t  

Tankage,   

Poultry  Bone,   


% 

% 

% 

8 

49 

42.23 

7.!52 

8 

78 

58  48 

21 

35.41 

6.57 

13 

47 

50  81 

48 

35.16 

6.S8 

8 

02 

69  80 

2 

32.53 

11.57 

12 

27 

56  60 

4 

21.99 

7.68 

16 

61 

30  SO 

13 

23.97 

6.77 

15 

68 

42  69 

7 

43.26 

1.59 

1 

94 

54  60 

38 

25.60 

2.53 

7 

18 

4-2  59 

14 

11.68 

7.02 

4 

66 

37  28 

1 

10.63 

6.00 

2 

94 

:^5  00 

90 

](i..59 

5.07 

9 

49 

.•?2  65 

17 

17.29 

5.21 

7 

98 

E5  80 

25 

17.27 

5.51 

8 

50 

36  64 

19 

16.99 

4.99 

5 

£9 

38  68 

S 

17.46 

5.13 

6 

15 

37  40 

19 

17.31 

4.84 

5 

19 

£9  00 

19 

15.99 

4.17 

3 

53 

.39  80 

9 

17.25 

3.70 

2 

44 

43  40 

2 

15.57 

3.08 

O 

73 

.31  60 

1 

13.25 

3.78 

0 

15 

32  00 

0 

17.97 

4.93 

7 

80 

S5  80 

8 

7.61 

2.87 

25 

55 

24  88 

3 

25.48 

6.55 

8 

48 

29  60 

0 

15.61 

2.00 

30 

90 

i-i  07 

14 

10.09 

1.05 

19 

PO 

41  80 

109 

23.55 

5.26 

9 

07 

49  3i> 

72 

20.74 

4.71 

O 

64 

J  2  47 

64 

10.31 

3.81 

10 

30 

35  20 

171 

10.05 

2.94 

8 

21 

38  40 

7 

26.13 

5.18 

5 

no 

89  00 

22 

18.95 

.  5.10 

7 

20 

45  SO 

123 

10. S8 

3.43 

2 

86 

48  60 

92 

20.. 38 

5.33 

() 

96 

61  10 

1 

82.63 

0.82 

0 

78 

115  00 

50 

51.26 

12.60 

1 

49 

OS  00 

3 

59.16 

9.18 

0 

56 

74  00 

18 

.55.. 53 

9.69 

2 

23 

72  20 

3 

27.59 

2.70 

4 

55 

76  60 
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KEY  TO  TABLES  SHOWING  ANALYSES  OF  OEFICIAL 

SAMPLES. 


Each  sample  received  was  analyzed  for  moisture,  protein,  fat  and 
fiber  to  determine  correctness  of  guarantees  and  examined  micro- 
■scopically  in  order  to  establish  their  character  and  the  correctness 
of  lists  of  ingredients  and  for  the  presence  of  inferior  or  prohibited 
materials.  They  were  classifi^ed  according  to  Table  I  and  Avhere  2 
or  more  samples  of  the  same  kind  or  brand  of  Feed  are  included, 
averages  of  their  compositions  were  estimated.  The  brand  names, 
names  and  addresses  of  Manufacturers,  Importers  and  Selling  Agents 
are  shown  in  alphabetical  order  and  in  addition  to  the  results  of 
analyses,  guarantees  found  printed  upon  sacks,  attached  cards  or 
upon  cards  attached  to  bins,  where  bulk  sales  were  made,  together 
with  retail  selling  prices,  are  also  shown.  In  those  cases  where  the 
protein  was  found  to  be  1  per  cent,  or  more  below  and  the  fat  .50 
per  cent,  or  more  below  the  guarantees,  they  were  considered  defi- 
cient and  indicated  by  an  asterisk  (*).  The  brands  of  Feeds  which 
were  not  registered  are  indicated  in  a  like  manner.  Each  sample 
was  given  a  number,  which  are  shov/n  in  the  first  and  last  columns. 
The  several  classes  of  Feeds  will  be  found  in  Table  III  under  the 
following  general  headings  and  sub-headings: 

OIL  CAKE  MEALS  including  Cottonseed  Meal.  Cottonseed  Feed 
and  Old  Process  Linseed  Oil  Meal. 

DISTILLEKS'  AND  BEEWEES'  BY-PEODUCTS  including  Dis- 
tillers' Dried  Grains  largely  from  Corn,  Distillers'  and  Yeast  Dried 
Grains  and  Brewers'  dried  Grains. 

MAIZE  BY-PEODUCTS  including  Corn  Gluten  Meal,  Corn  Gluten 
Feed,  Hominy  Feed  and  Corn  Feed  Meal. 

WHEAT  OFFALS  including  Wheat  Bran  (with  and  without 
Ground  Grain  Screenings),  Mixed  Feed:— Wheat  By-Products  (with 
and  without  Ground  Grain  Screenings)  and  Wheat  Middlings  (with 
and  withoiit  Ground  Grain  Screenings). 

EYE  OFFALS  including  Eye  Middlings  (with  and  mthout  Screen- 
ings) and  Mixed  Feed: — Eye  By-Pi^oducts. 

WHEAT  AND  EYE  OFFALS  including  WHieat  Mixed  Feed  and 
Eye  Middlings. 

OAT  BY-PEODUCTS  including  Oat  Feed. 
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BUCKWHEAT  OFFALS  including  Buckwheat  Middlings. 
ALFALFA  MEAL. 
DEIED  BEET  PULP. 

MIXED  FEEDS:  PROPRIETARY  AND  MISCELLANEOUS  in- 
cluding Proprietary  Dairy  Feed,  Proprietary  Dairy  Feed  with  Mo- 
lasses, Proprietary  Stock,  Horse  and  Mule  Feed,  Proprietary  Stock, 
Horse  and  Mule  Feed  with  Molasses,  Proprietary  Calf  Meal,  Pro- 
prietary Swine  Feed,  Proprietary  and  Miscellaneous  Chop  Feed, 
Miscellaneous  Feed  and  Proprietary  Poultry  Feed. 

ANIMAL  BY-PRODUCTS  including  Blood  Meal,  Meat  and  Bone 
Scrap,  Fish  Scrap,  Tankage  and  Poultry  Bone. 


A. 
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TABLE  III.— ANALYSES  OF  SAMPLES  OF 


E 
c 


Name  and  Address  of  Manufaclurer 
or  Importer  and  Brand  Name. 


Sampled  From 


'!)h58 


OIL  CAKE  PRODUCTS. 

COTTONSEED  M'EAL. 

THE     AMERICAN     COTTON  OIL 

CO.,  NEW  YORK.,  N.  Y. 
Aeo  Brand,   ^  

Ato  Brand,   .  

'Loflg-hoi'n  Brand  Prime,   

torfghorn  Brand  Prime,   

ASHCRAFT-WILKIN.SON  CO.,  AT- 
LANTA, GA. 
Helmet  Brand  Prime,   

Helmet  Brand  Prime,   

Monarch  Brand  Choice  Prime,   

Monarch  Brand  Choice  Prime,   

Monarch  Brand  Choice  Prime,   


M.     P.     BARINGER,  PHILADEL- 

PHU,  tA. 
Choice,    _ 

THE     J.     E.     BARTLETT  CO., 

JACKSON,  MICH. 
Bartlett's  Parmer  Brand  Choice, 

S.     P.     DAVIS,     LITTLE  ROCK, 
ARK. 

Goodluck  Brand,   

Goodluck  Brand ,   

Steerboy  Cottonseed  Meal  and  Crack- 
ed Screened  Cake. 

EASTERN     COTTON      OIL      CO  , 

HERTFORD,  N.  C. 
Cotton  Seed  Meal,   

Perfection,   

Perfection,   

Perfection,   

Perfection,   

Perfection,   

Perfection,   

Perfection,   


Plymouth  Mill   &  Grain 

Co.,  Plymouth. 
Seureman    Milling  Co., 

Wilkes-Barre. 

Average,   


Brown  &  Passett,  Mont- 
rose . 

Honesdale    Milling  Co.-, 
Hone.sdale. 

Average ,   


Columbia  Milling  Co. 
Columbia . 

H.  Rockwell  &  Son,  Can- 
ton. 

Average,   


H.    O.   Ayer,  Ulster, 

Dillsburg  Grain  &  Milling 

Co.,  Dillsburg. 
Floyd  Vandervort,  Lacey 

ville. 


Average, 


S.   S.  Detweiler,  Quaker- 
town. 


Sterling  &  Sherwood,  Mes- 
hoppen. 


C.  P.  Matthews  &  Sons, 
Inc.,  Wilkes-Barre. 

Pomona  No.  3  Exchange, 
West  Chester. 

Average,   


P.  Wagner  &  Son, 
Castle. 


New 


Simpson  Brothers,  Nor- 
ristown. 

S.  Bonk  &  Brother,  Quar- 
ryville. 

Joseph  Burkholdcr,  Hum- 
molstown. 

Earley  &  Detweiler,  Pal- 
myra. 

Joseph   Finney,  Holland, 

Great  Valley  Mills,  Inc., 
Paoli. 

Manchester  Grange  Co- 
operative Association, 
Emigsville. 

Muth  Brothers,  Elizabeth- 

j   town . 

'  Average,   


% 
C.85 

6.75 

6.80 

6.95 

7.39 

7.17 

5.58 
6.11 
5.84 
7.77 
5.92 
8.70 

7.46 


Protein. 


40.13 
41  .'56 
40.85 
43.56 
42.19 
42.88 

43.50 
40.69 
42.10 
42.50 
44.06 
42.44 

43.02 


•V 

a 
a 


41.18 
41.18 


43.00 
43,00 


41.00 
41.18 


43.00 
43.00 
43.00 


7.95 

41.75 

41.00 

8.71 

43.63 

43.ro 

7.00 

40.75 

41.00 

7.69 

43.44 

41.00 

7.34 

42.10 

7.60 

43.81 

43.00 

6.81 

40.56 

38.62 

10.36 

41.81 

41.00 

6.05 

41.81 

41. on 

6.60 

40.38 

41.00 

7.52 

41.38 

41.00 

5.50 

38.06 

41.00 

7.77 

42.50 

41.00 

2.20 

41.94 

41.  CO 

6.57 

41.13 

15 

FEEDING  STUFFS   COLLECTED  IN  1922. 


Fat. 


Fiber. 


o 


CD 


% 

7.28 
6.35 
6.82 
7.&3 
8.42 
8.13 

8.75 
7.41 
8.08 
C.70 
8.15 
6.54 

7.13 
6.56 
7. SO 
8.03 


% 
7.0O 

7.00 


6.00 
6.00 


6.00 
6.00 


6.00 
6.00 
0.00 


6.50 


7.00 


% 
9.97 

10.19 

10.08 

6.83 

7.95 

7.39 

9.28 
10.52 
9.90 
8.93 
6.72 
9.06 

8.23 
10.52 
5.24 


% 
10.00 

10.00 


12.00 
12.00 


10.00 
10.00 


10.00 
10.00 
10.00 


9.00 


10.00 


6.00      10.60      10. OO 


Certified  Compositioa. 


Identified  by  Micro- 
scopical Examination. 


7.58 

6.00 

6.82  1 

10.00 

7.81 

8.71 

7.41 

6.00 

7.79 

10.00 

7.12  ' 

4.00 

10.35 

10.00 

7.35 

5.50 

10.23 

10.00 

7.17 

5.50 

9.42 

10.00 

6.. 35 

5.. 50 

11.64 

10.00 

6.54 

5.50 

10.00 

10. OO 

6.06 

5.. 50 

12.45 

10.00 

7.71 

5.50 

9.52 

10.00 

S.43 

5.50 

8.92 

10.00 

7.09 

1  10.31 

$ 

3  25 

3  25 

3  25 

3  00 
54  00 
57  00 

54  OO 

2  50 
52  00 

3  25 
2  75 
2-  85 

2  95 

2  75 

3  00 

3  10 
3  00 
3  05 
2  85 


Made  from  upland  cot- 
tonseed. 

Made  from  upland  cot- 
tonseed. 


Made  from  upland  cot- 
tonseed. 

Made  from  upland  cot- 
tonseed. ^ 

Made  from  upland  cot- 
tonseed. 


Made  from  cottonseed. 


Made  from  decorticated 

cottonseed. 
Made  from  decorticated 

cottonseed. 


Made  from  decorticated 
cottonseed. 


Cottonseed  meal. 
Cottonseed  meal, 

Cottonseed  meal. 
Cottonseed  meal, 


As  certified. 

As  certified. 

As  certified. 

As  certified. 

As  certified , 


As  certified. 


96.39 
9558 


9093 
8513 


8728 
9479 

9014 
9566 
9025 


Cottonseed  meal. 


2  50    Made  from  fully  decor- 
ticated cottonseed. 
2  75    Made  from  upland  cot- 
tonseed. 
2  50    Made  from  upland  cot- 
tonseed. 
2  60    Made  from  upland  cot- 
tonseed. 

2  95    Made  from  upland  cot- 

tonseed. 
60  00    Made  fr'>m  ui>land  cot- 
tonseed . 

3  25    Made  from  upland  cit- 

tonsced. 

2  80  1  Made  fr'^m  upland  cot- 
1  tonseed. 

56  71 


8882 


9094 


As  certified,    880O 

As  certified,    8681 


As  certified, 

As  certified. 

As  certified. 

As  certified. 

As  certified. 

As  certified. 


Excessive   amount  of 
hulls. 

As  certified,   


As  certified. 


8464 
8570 
8445 
9409 


8756 
8714 

Q514 


le 

TABLE  III.— ANALYSES  OF  SAMPLES  OF 


J3 

a 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Samplfcd  From 


HAYES    GRAIN    &  COMMISSION 

CO.,   LITTLE  ROCK,  ARK. 
Hayj's'  Brand,   


HUMPHREYS-GODWIN  CO.,  MEM- 
PHIS, TENN. 


9108 

Bull 

Brand, 

90:)2 

Bull 

Brand, 

957.3 

Bull 

Brand, 

9fi5(! 

Bull 

Brand, 

8778 

Bull 

Brand, 

8709 

Bull 

Brand, 

9523 

Bull 

Brand, 

9587 

Bull 

Brand, 

8583 

Dixie 

Brand, 

9535 

Dixie 

Brand, 

8414 

Dixie 

Brand, 

8024 

Dixie 

Brand, 

9482 

Dixie 

Brand, 

Forfat  Brand, 
Forfat  Brand, 


L.  B.  LOVITT  X'.  CO.,  .MEMPHIS, 
TENN. 

Lovit  Brand,   


Lovit  Brand, 


Neal's  Choice, 
Neal's  Choice, 
Neal's  Choice, 


NOTHERN, 
TENN. 


iUEMPHIS, 


w.  c. 

Bee  Brand. 

Queen  Bee  Brand,   

PLANTERS     COTTON    OIL  COM- 
PANY  WAXAHACHIE.  TEXAS 
■"Ground  Cotton  Seed  Peed  No.  4, 


Weaver  &  Berkey,  Wind 
ber. 


Blank  &  Gottshall  Co., 
Inc.,  Sunbury. 

Brown  &  Fassett,  Mon- 
trose. 

The  Cook  Grain,  Pi>ed  & 
Supply  Co.,  Dill.sburff. 

F-.  W.  Dawson  &  Son, 
Williamsport. 

Pricdnian  &  Alper,  Slip- 
pery Rock . 

The  Goldsboro  Pure  Peed 
Co.,  Etters. 

Slater  Brothers,  Grove 
City. 

Tionesta  Milling  Co., 
Tionesta. 

Average,   


Christiana  Grain  &  Sup- 
ply Co.,  Christiana. 

Mathers  Brothers,  Green- 
ville. 

Mausdale  Roller  Mills, 
Mausdale. 

Newtown  Feed  &  Grain 
Co.,  Newtown. 

H.  Rockwell  &  Son,  Can- 
ton, 

Average,   


Miner-Hillard  Milling  Co. 

Wilkes-Barre 
Miner-Hillard  Milling  Co. 

Plymouth. 


Average, 


John    S.    Brown's  Son, 

New  Castle. 
Newtown   Feed   &  Grain 

Co.,  Newtown, 

Average,   


Cooperative  Grange  Mill- 
ing Co..  Titusville. 

Dayton  Milling  Co.,  To- 
wanda. 

Mnnaca  Roller  Mills,  Mo- 
naca. 

Average,   


Registered. 


I 


Titusville  City  Mills,  Tit- 
usville. 

Mt.  Jew"tt  Electric  Mills, 
Mt.  Jewett. 


I.   F.  Wright,  Shippens- 
burg. 


• 

Protein. 

i-i 

QJ 
C.J 

a 

ea 

u 

si 

o 

o 

3 

3 



Ph 

O 

/o 

% 

% 

7.2-1 

43.44 

43.00 

6.65 

45.03 

43.00 

7.90 

43.38 

43.00 

6.42 

41.50 

43. '0 

8.13 

43.25 

43.00' 

7.07 

43.  .56 

43.00 

6.82 

42,94 

43,(0 

6.80 

42., 31 

43,  CO 

5.90 

44.63 

43,00 

6.96 

43.40 

7.30 

42.75 

41.00 

6.76 

40,00 

41.  CO 

7.40 

42.44 

41.00 

5.87 

43.00 

41.00 

7.42 

42.31 

41.00 

6.95 

42.10 

7.55 

38.75 

38.. "5 

6.78 

.37.31 

38,  C2 

7.16 

38.03 

6.18 

41,19 

41.00 

8.36 

42 . 88 

41  00 

7.27 

42.04 

7.60 

41.88 

43.00 

7.25 

42.06 

43 . 0  ) 

7.36 

43.81 

43.00 

7.40 

42.25 

8.45 

42.75 

41.12 

7.85 

43.06 

43.00 

8.46 

43.94 

41.20 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


% 

7.74 


7.10 
8.28 
7. 02 
7.80 
8.97 
10.11 
7.94 
9.50 
8.42 
7.40 
7.24 
6.60 
7.34 
7.88 
7.29 
6.31 
■6.93 

■6.62 

8.31 
7.31 
7.81 
6.50 
8.33 
7.23 
7.36 

8.43 
6.71 


Fiber. 


7.58 


% 

6.50 


5.0O 
5.00 
5.00 
5.00 
5.00 
5.00 
5.0O 
5.00 


5.00 
5.00 
5.00 
5.00 
5.00 


5.00 
5.00 


6.00 

6.00 


6.00 
6.00 
6.00 


6.00 
6.50 


5.00 


% 
8.45 


7.62 

6.38 

9.07 

7.82 

7.21 

7.2S 

8.66 

7.42 
7.68 
8.34 

10.36 
8.97 
8.85 
7.92 
8.88 

11.80 

11.09 

11.44 

7.73 
7.48 
7.60 
9.66 
8.03 
9.04 
8.91 

7.90 
9.05 

7.13 


9.50 

10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 
10.00 


10.00 
10.  oo 
10.00 
10.00 
10.00 


12.00 
12.00 


10.00 
10.00 


10. 00 
10.00 
10.00 


Certified  Composition. 


12.00 
10.00 


14.00 


3  40    Made  from  pressed  cot- 
tonseed. 


2  90 

3  OO 
3  00 
3  50 
3  15 
3  00 
2  75 
3.10 
3.05 

55  OO 

2  75 

3  00 
2  90 

2  50 
55  60 

3  10 
3  25 

3  18 

2  75 
2  90 
2  83 

2  90 

3  20 

2  90 

3  on 

3  00 
3  00 


Made  from 

tonseed. 
Made  from 

tonseed. 
Made  from 

tonseed. 
Made  from 

tonseed. 
Made  from 

tonseed. 
Made  from 

tonseed. 


pressed  cot- 
pressed  cot- 
pressed  cot- 
pressed  cot- 
pressed  cot- 
pressed  cot- 


Made  from  pressed  cot- 
tonseed. 


Made  from 

tonseed. 
Made  from 

tonseed. 
Made  from 

tonseed. 
Made  from 

tonseed. 
Made  from 

tonseed. 


pressed  cot- 
pressed  cot- 
pressed  cot- 
pressed  cot- 
pressed  cot- 


Identified  by  Micro- 
scopical Examination. 


Si 


As  certified, 


As  certified ,   

As  certified,   

As  certified,   

As  certified ,   

As  certified,   

As  certified,   

Cottonseed  meal. 
As  certified,   


certified,    8583 


8857 

9108 
9092 
9573 
96r6 
8778 
8709 
9523 
9587 


Made  from  pressed  cot- 
tonseed. 

Made  from  pressed  cot- 
tonsted. 


Made  from  decorticated 

cottonseed. 
Made  from  decorticated  , 

cottonseed. 


As  certified. 

As  certified, 

As  certified, 

As  certified. 

As  certified. 

As  certified. 


As  certified. 
As  certified. 


Made  from  pressed  cot- 
tonseed. 

Made  from  pressed  cot- 
tonseed. 


Ground  cottonseed  feed 
containing  not  more 
than  5%  excess  iluUs. 


Cottonseed  meal, 
Cottonseed  meal. 
Cottonseed  meal. 


As  certified. 
As  certified, 


9535 
8414 
8624 
9482 

8815 
9650 


9381 
8622 

9596 
8990 
9265 


9591 
9615 


Cottonseed  meal, 


-J  9229 


Bill.— 376— 2 
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TABLE  III.— ANALYSES  OF  SAMPLES  OP 


■S3 

o 


9109 
9497 
9555 


8574 
9578 
9579 

9441 
9422 
8639 

9053 

9530 

9395 
8575 
8392 

0471 

0333 

:9G09 
19026 


?)355 
8449 
S9fi0 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


A.  C.  WESTERVELT  &  CO.,  MEM- 
PHIS, TENN. 
Planet  Brand,   

Planet  Brand,   

Planet  Brand,   


COTTONSEED  PEED. 

THE     AMERICAN     COTTON  OIL 

CO.,    PORT    SMITH,  ARK. 
Nonpareil,   

Surety  Brand,   

Surety  Brand,   

Surtty  Brand,   

Surety  Brand,   

Sui'ety  Brand,   

ASHCBAPT-WILKINSON  CO.. 
ATLANTA,  GA. 
Paramount  Brand  Good,   

THE    BUCKEYE    COTTON  OIL 
COMPANY,    CINCINNATI,  OHIO. 
Buckeye  30%  Protein,   

EASTERN    COTTON    OIL  CO., 
HERTFORD,  N.  C. 
Supreme,   

Supreme,   

Supreme,   

HUMPHREYS-GODWIN  CO.,  MEM- 
PHIS, TENN. 
Danish  Brand,   

Danish  Brand   

Danish  Brand,   

Danish  Brand,   


L.  B.  LOVITT  *  CO. 

TENN. 
Thirty  Six  Brand, 

Thirty  Six  Brand,  ___ 

Thirty  Six  BraJid,  ___ 


MEMPHIS, 


Blank  &  Gottshall  Co., 

Inc.,  Sunbury. 
J.  A.  Gualt  Co.,  Kittan- 

ning. 

J.   A.   McKelvey,  Blairs- 
ville. 

Average,   ^  


Total  average. 


S.     Book     &  Brother, 

Quarryville. 
Hcrshey   Chocolate  Co., 

Hershey . 
Hrrshey  Chocolate  Co., 

Hershey . 

Mercatoris  &  McCuUough 
Meadville. 

I.  J.  Pizor  &  Son,  Mer- 
cer. 

Warren  City  Mills,  War- 
ren. 

Average,   


L.  M.  Kriner,  DuBois, 
W.  J.  Kelly,  Grove  City, 


Gibbs  Milling  Co.,  Nan- 
ticoke. 

A.  L.  Herr  &  Brothers, 
Ouarryville. 

.Joseph  Weber,  Philadel- 
phia. 

Average,   


Farmers'  &  Consumers' 
Commercial  Union, 
Troy. 

S.  0.  Kriebcl,  West  Point, 


Smith     Brothers,  Inc., 

Bradford. 
Plovd  Vandei-vort,  Lacey- 

ville. 

Average,   


Agnes   Campbell,  Wood- 
ville. 

W.  &  H.  Rhoads,  Norris- 
town . 

Wisehaupt  Sons  &  Com- 
pany, Port  Royal. 
Average,   


o 
S3 


Protein. 


G 


% 

7.83 

% 
41.69 

% 

43.00 

7.08 

44.63 

43.00 

5.50 

42.88 

43.00 

6.80 

43.07 

7.09 

42.23 

6.08 

18.13 

17.00 

8.. 53 

38.19 

36.00 

7.60 

35.81 

36.00 

5.75 

36.06 

36.00 

7.60 

39.81 

36.00 

6.9i 

30.44 

30.00 

7.2S 

.37.26 

7.70 

35.44 

36.00 

4.05 

38 . 69 

36.00 

7.80 

35.69 

.36.00 

7.20 

36.88 

36.00 

6.95 

34.75 

36.00 

7.31 

35.77 

7.59 

35.63 

30,00 

6.. 30 

33,75 

.36.00 

7.75 

34.. 50 

36.00 

9.77 

35.  So 

36.00 

7.85 

34.78 

9.25 

38.94 

36.00 

6.14 

36.94 

36.(0 

8.85 

35.63 

1  36.00 

8.08 

37.17 

i 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 

Fiber. 

4-1 

o 

■d 

ton 

o 

^1 

Found. 

Guarani 

Found. 

Guaram 

Price  Pi 

i 
1 

1 

%  '■ 
6.76 

% 

6.00 

% 
9.23 

1 

% 
10.00 

? 
2  90 

7.46 

6.00 

7.02 

10.00 

2  95 

'7.71  i 

6.00 

7.45 

10.00 

2  50 

7.31 , 
7.52 

3.65 

8.09 

2  78 

8.78 

58  48 

3.00 

31.18 

30.00 

1  65 

6.90 

5.50 

10.82 

14.00 

2  60 

7.57 

5.50 

13.12 

14.00 

2  60 

7.35 

5.50 

12.38 

14.00 

2  60 

8.53 

5.50 

9.01 

14.00 

2  50 

6.31 

5.50 

13.48 

14.00 

2  55 

7.33 

1 1  Yfi 
il.  10 

2  57 

i  .  i'i 

o .  ou 

l.'t .  Uv 

2  75 

8.06 

5.00 

10.29 

14.00 

2  00 

6.24 

5.00 

13.44 

14.00 

2  95 

6.78 

5.0O 

12.05 

14.00 

2  50 

6.15 

5.00 

13.92 

14.00 

2  50 

6.39 
6.51 

13.13 

2  65 

5.0O 

13.70 

15.00 

2  65 

6.47 

5.00 

13.85 

15.00 

45  00 

6.41 

5.00 

13.59 

15.00 

2  90 

5.94 

5.00 

12.17 

15.00 

2  60 

6.33 

13.32 
8.84 

52  OO 

7.58 

5.00 

14.00 

2  00 

6.13 

5.00 

12.56 

14.00 

2  50 

6.35 

5.00 

12.96 

14.00 

2  50 

6.69 

11.45 

S  33 

Certified  Composition. 


Made  from  pressed  cot- 
tonseed. 

Made  from  pressed  cot- 
tonseed. 

Made  from  pre-ssed  cot- 
tonseed. 


Cottonseed    meal  and 
cottonseed  hulls. 


Cottonseed  meal  and 
ground  cottonseed 
hulls  mixed. 


Made  from  upland  cot- 
tonseed. 


Made  from  upland  cot- 
tonseed . 

Made  from  upland  cot- 
tonseed. 

Made  from  upland  cot- 
tonseed. 


Made  from  pressed  cot- 
tonseed. 

Made  from  cottonseed 
meal  and  cottonseed 
hulls. 


Made  from  pressed  cot- 
tonseed. 


Identified  by  Micro- 
scopical Examination. 


As  Certified 
As  certified 
"As  certified, 


As  certified. 


Cottonseed  meal  and 

cottonseed  hulls. 
As  certified ,   


Cottonseed  meal  and 
cottonseed  hulls. 

Cottonseed  meal  and 
cottonseed  hulls. 

Cottonseed  meal  and 
cottonseed  hulls. 


Cottonseed  meal  and 
cottonseed  huUs. 


Cottonseed  meal  and 
cottonseed  hulls. 


Cottonseed  meal  and 
cottonseed  hulls. 

Cottonseed  meal  and 
cottonseed  hulls. 

Cottonseed  meal  and 
cottonseed  hulls. 


Cottonseed  meal  and 
cottonseed  hulls. 


As  certified, 


Cottonseed  meal 
cottonseed  huUs. 


and 


Cottonseed  meal  and 
cottonseed  hulls. 

Cottonseed  meal  and 
cottonseed  hulls. 


Cottonseed  meal  and 
cottonseed  hulls. 

Cottonseed  meal  and 
cottonseed  hulls. 

As  certified,   
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TABLE  III— ANALYSES  OP  SAMPLES  OP 


Name  and  Address  ot  Manufacturer 
or  Importer  and  Brand  JName 


Sampled  From 


o 


Protein. 


MEMPHIS    COTTON'    SEED  PRO- 
DUCTS CO.,  MEMPHIS,  'J'ENN. 
Durham  Thirty-Six,   

A.  C.  WESTERVELT  &  CO.,  MEM- 
PHIS, TENN/' 
Sun  Brand,  

UNKNOWN. 
»Not  Given,   

LINSEED  OIL  MEAL,  O'.  P. 

BUP- 


8994 

AMERICAN    LINSEED  CO., 

PALO,  N.  T. 
Alinco  Old  Proce.ss  Oil  Meal, 

9505 

Alinco 

Old 

Process 

Oil 

Meal, 

9613 

Alinco 

Old 

Process 

Oil 

Meal, 

8752 

Alinco 

Old 

Process 

Oil 

Meal, 

9330 
9644 

Alinco 
Alinco 

CO 

Process 
Process 

Oil 
Oil 

Meal, 
M-al, 

9487 

Alinco 

Old 

Process 

Oil 

Meal, 

8451 

Alinco 

Old 

Process 

Oil 

Meal, 

9096 

Alinco 

Old 

Process 

Oil 

Meal, 

9586 

Alinco 

Old 

Process 

Oil 

Meal, 

8588 

Alinco 

Old 

Process 

Oil 

Meal, 

8519 

Alinco 

Old 

Process 

Oil 

Meal, 

AMERICAN    MILLING    CO.,  PEO- 
RIA, ILL. 
Amco  Old  Process  Linseed  Meal  and 

Old  Process  Screenings  Oil  Feed. 
Amco  Old  Procpss  Linseed  Meal  and 

Old  Process  Screenings  Oil  Feed. 
Amco  Old  Proce.ss  Linseed  Meal  a  'd 

Old  Process  Screenings  Oil  Feed. 
Amco  Old  Process  Linseed  Meal  and 

Old  Proc".ss  Screenin.gs  Oil  Peed. 
Amco  Old  Process  Linseed  Meal  and 

Old  Process  Screenings  Oil  Feed. 


ARCHER-DANIELS   LINSEED  CO. 

BUFFALO,   N.  Y. 
Old  Process  Ground  Oil  Cake,  _-- 

Old  Process  Ground  Oil  Cake, 
Old  Process  Ground  Oil  Cake,  __- 

Old  Process  Ground  Oil  Cake,  _-_ 

Old  Process  Ground  Oil  Cake,  _-_ 

Old  Process  Oil  Cake,   


♦Not  Registered. 


Jefferson  Flour  &  Feed 

% 

V 

% 

7.70 

30 

94 

36.00 

Co . ,   Punxsutawney . 

W  a  y  n  e     Milling     Co. , 

7.47 

36 

31 

SO.OO 

Honesdale. 

American  Coal  Co.,  Port 

10.10 

33 

88 

Royal. 

Total  average,   

7.48 

35 

41 

Dayton  Milling  Co.,  To- 

9.77 

38 

56 

35.00 

wanda. 

Dillsburg  Grain  &  Milling 

9.99 

33 

94 

32.  CO 

Co.,  Dills  burg. 

Carroll     L,  Douglass, 

9.95 

34 

69 

32.00 

Bradford. 

Great  Valley  Mills,  Inc., 

10.11 

38 

63 

.35.00 

Paoli. 

S.  C.  Kriebel,  West  Point, 

8.80 

33 

81 

32.00 

Plymouth  Mill   &  Grain 

9.81 

33 

44 

35.00 

Co.,  Plymouth. 

Preston    Brothers,  Can- 

9.50 

32 

63 

32  00 

ton. 

W     A"}   H     Rhoads  Nor- 

10.01 

37 

56 

35.00 

ristown. 

Sterling     &  Sherwood, 

10.. 55 

37 

44 

35.00 

Meshoppen. 

Tionesta  Milling  Co.,  Ti- 

9.71 

32 

81 

33.00 

onesta. 

Jos.  Walker  &  Sons  Co., 

9.89 

38 

63 

35.00 

Gap. 

W  a  y  n  e    Milling     Co. , 

10.43 

36 

81 

35.00 

Honesdale. 

Average,  .   

9.87 

35 

75 

S.    B.    Floyd    &  Son, 

9.45 

31 

88 

30.00 

Pittsburgh. 

W.  H.  Manbeck  &  Co., 

7.61 

32 

19 

30.00 

Mifflin. 

9.20 

SO 

31 

30.00 

Carnegie. 

A.  L.  Stout,  Churchville, 

8.08 

31 

75 

30.  CO 

C     B.    Tyler,  Tunkhan- 

9.97 

30 

94 

30.00 

nock. 

Average,  -   

8.86 

31 

41 

Blank  &  Gotfcshall  Co., 

9.23 

37 

56 

34.00 

Inc.,  Sunbury. 

Bergin  &  Co.,  Nanticoke, 

9.35 

37 

6S 

33.00 

L     A.    Fischer    &  Co., 

8.85 

34 

19 

33.00 

Bradford . 

Ross  E.  Goodman,  Hunt- 

7.55 

38 

19 

34.00 

ingdon. 

F.  W.  Hutchison  &  Co., 

8.70 

34 

56 

31.00 

New  Castle. 

Miner-Hillard  Milling  Co., 

8.60 

34 

88 

34.  CO 

Plymouth. 

Average,  .   

8.71 

36 

17 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


o 


■a 
a 


3 

O 


Fiber. 


o 


Certified  Composition. 


Identified  by  Micro- 
scopical E.xainiaation. 


% 

% 

5 .00 

% 

13.47 

% 
14.00 

if 

2  90 

5.53 

5.00 

12.90 

15.00 

2  50 

0 .  oo 

6  57 

r  or; 

16.72 

2  75 

13.47 

50  81 

5  00 

6.96 

8.00 

3  00 

5.77 

5.00 

7.27 

8.00 

2  75 

G.39 

5.00 

7.14 

8.00 

3  25 

7  1  _L 
/  .  ii 

5  00 

7.35 

8.00 

66  00 

r;  no 

6.47 

5  00 
5^00 

7.84 
8'55 

8.00 
8.00 

54  00 
3  25 

5.93 

5.00 

8.28 

8.00 

2  60 

5.30 

5.0O 

7.40 

8.00 

2  65 

5.57 

5.00 

8.50 

8.00 

3  00 

5.64 

5.00 

7.54 

S.OO 

3  40 

5.54 

5.00 

7.47 

8.00 

59  00 

5.79 

5.00 

7.33 

8.00 

2  75 

o  yi 
fill 

7.63 

59  33 

5  00 

9.01 

10.  OO 

3  50 

0  oO 

5  00 

8.46 

10.00 

2  75 

6.. 31 

5.00 

9.15 

10.00 

3  50 

5.91 

5.00 

9.94 

10.00 

3  25 

5.27 

5.00 

8.90 

10.00 

2  85 

5.89 

e.66 

9.09 

3  17 

5.00 

1  8.45 

10.00 

2  90 

6.42 
,6.82 

6.00 
5.00 

!  6.73 
8.18 

10.00 
10.00 

3  25 
3  25 

8.94 

5.00 

7.02 

10.00 

2  75 

6.49 

5.00 

8.44 

10.00 

2  75 

8.97 

5.00 

7.94 

10.00 

3  2» 

7.38 

7.79 

3  03 

Made  from  pressed  cot- 
tonseed. 


Cottonseed  meal  and 
cottonseed  hulls. 


Cottonseed  meal  and 
cottonseed  hulls. 

Cottonseed  meal  and 
cottonseed  hulls. 


Linseed 

oil 

meal,   

8994 

Linseed 

oil 

meal,   

OOOO 

Linseed 

oil 

meal,   

9613 

Linseed 

oil 

meal,   

8752 

Linseed 

oil 

meal,   

9330 

Linseed 

oil 

Tneal,   

Linseed 

oil 

meal,   

94S7 

Linseed 

oil 

n^eal 

8451 

Linseed 

oil 

meal,   

9096 

Linseed 

oil 

meal,   

9586 

Linseed 

oil 

meal,   

8588 

Linseed 

oil 

meal,   

8519 

Linseed 

oil 

meal  and 

9040 

screenings 

f.il  feed. 

Linseed 

oil 

meal  and 

8388 

screenings 

oil  feed. 

Linseed 

oil 

mea!  and 

9630 

screenings 

oil  feed. 

Linseed 

oil 

meal  and 

8897 

screenings 

oil  feed. 

Linseed 

oil 

meal  and 

8980 

screenings 

oil  feed. 

Linseed 

oil 

meal,   

9107 

Linseed 

oil 

meal,   

9398 

Linseed 

oil 

meal,   

9611 

Linseed 

oil 

meal, ,  

8371 

Linseed 

oil 

meal,   

9384 

Linseed 

oil 

meal,   

9648 

TABLE  III— ANALYSES  OF  SAMPLES 


.Q 

a 

3 

a 


£1 
Q 


885C 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  Prom 


o 


Protein. 


•a 


o 


ENGLE,  RYAN  &  COMPANY,  BUF- 
FALO. N.  Y. 
Old  Process  Lmseed  Oil  Meal,   

WILLIAM  0.   GOODRICH  CO., 
MILWAUIiEE,  WIS. 
♦Goodrich  Old  Process  Linseed  Oil 
Meal. 

PIIRST  &   BEGLEY  LINSEED 
WORKS,    CHICAGO,  ILL. 
Old  Process  Linseed  Cake  Meal,  _.. 

Old  Process  Linseed  Cake  Meal,  __ 


SPENCER  KELLOGG  &  SONS  CO., 

BUFFALO,    N.  Y. 
Kellogg's  Pure  Old  Proeogs  Oil  Meal, 
Kellogg's  Pure  Old  Process  Oil  Meal, 


JOHN    T.    LEWIS    &  BROTHERS 

CO.,    PHIL.4DELPHIA,  PA. 
Linseed  Cake  Meal,   


Linseed  Cake  Meal, 


THE 

MANN  BROTHERS 

CO., 

BUF- 

PALO, 

N.  i. 

Pure 

Old 

Process 

Linseed 

Oil 

Meal, 

Pure 

Old 

Process 

Linseed 

Oil 

Meal, 

Pure 

Old 

Process 

iinseed 

oh 

Meal, 

Pure 

Old 

Process 

Linseed 

Oil 

Meal, 

Pure 

Old 

Process 

Linseed 

Oil 

Meal, 

Pure 

Old 

Process 

Linseed 

Oil 

Meal, 

Argentine  Brand. 
Pure  Old  Process  Linseed  Oil  Meal, 
Argentine  Brand. 


MIDLAND     LINSEED  PRODUCTS 

CO.,    MINNEAPOLIS,  MINN. 
Old  Process  Ground  Linseed  Cake, 

RED    WING    LINSEED    OIL  COM- 
PANY,   RED   WING,  MINN. 
Ground  Oil  Cake,   


THOMPSON  &   COMPANY,  PITTS- 
BURGH, PA. 
Oil  Meal  as  Stock  Pood,   


THE  TOLEDO  SEED  &  OIL  COM- 
PANY,  TOLEDO,  OHIO. 
Major  Brand  Old  Process  Oil  Meal, 

Major  Brand  Old  Process  Oil  Meal, 

Major  Brand  Old  Process  Oil  Meal, 

Registered. 


C.  P.  Matthews  &  Sons, 
Inc.,  WiUces-Barre. 


Weaver  &  Berkey,  Wind- 
ber. 


Jefferson   Flour  &  Feed 

Co.,  Punxsutawney. 
L.  M.  Lewis,  Indiana, 
Average,   

Keystone  Mills,  Edinboro, 
George    E.  McQuiston, 
Grove  City. 

Average,   

Prank  C.  Xewis,  Doyles- 
town. 

Simpson    Brothers,  Nor 
ristown. 

Average,   


Blaine,  Mackay,  Lee  Co., 

North  East. 
Miner-Hillard  Milling  Co., 

Plymouth. 
E.   C.   Raumbaugh,  Pe- 

trolia. 

H.  Rockwell  &  Son,  Can- 
ton. 

Floyd   Vandervort,  Lae- 
eyville. 

Average,   


Farmers'   Exchange,  In- 
diana. 

HoITer  &  Garnian.  Har- 
risburg. 

Average.   


Honesdale    Milling  Co. 
Houesdale. 


Hockey  & 
Scottdale. 


McCurdy, 


Peter  Blumling,  McKees 
Rocks. 


Boyd  Milling  Co.,  Shar- 
on. 

Brown  &  Fassett,  Tunk- 

hannock. 
William  H.  Dunlap,  Jr., 

Canonsburg. 


% 
11.41 


9.22 


9.45 


9.05 
9.25 


S.61 
7.88 

8.24 


7.62 
8.06 
7.84 

10.18 
9.15 
11.32 
10.03 
10.75 
10.28 
9.57 
10.05 
9.81 

10.16 


8.55 

10.02 
10.08 
9.82 


36.13 


34.56 


38.06 

35.13 
36.60 


.^5.al 
36.25 

36.03 

33.81 
32.81 
33.31 

35.25 
35.03 
35.63 
37/13 
35.00 
35.73 
34.00 
32.19 
33.10 

30.69 

35.88 

32.19 

33.94 
38.13 
35.88 


FEEDING  STUFFS  COLLECTED  IN  1922— Cutiimec. 


Fat. 


5.39 


.69 


6.78 


6.82 
6.80 


5.84 
6.29 

6.07 

6.63 
7.21 
6.92 

6.80 
7.50 
6.05 
6.86 
6.89 
6.82 
6.40 
6.78 
6.59 

6.48 

6.44 

6.86 

6.. 39 

5.68 
6.00 


Fiber. 


7o 

7.00 


5.00 


5.00 
6.00 


5.00 
5.00 


5.00 
5.00 


6.00 
6.00 
6.00 
6.00 
6.00 


.00 


5.00 

6.00 

5.50 

6.00 
6.00 
6.00 


o 


7.65 


9.01 


9.29 
9.15 


8.26 
8.6.5- 

8.45 

7.93 
8.19 
8.06 

7.56 
7.46 
8.05 
6.87 
S.27 
7.64 
7.55 
8.58 
8.06 

8.15 

7.74 

8.05 

8.61 
7.79 
8.26 


Certified  Composition. 


10.00 


10.00 


9.0O 
8.00 


10.00 
10.00 


10.00 
11.00 


10. OO 
10.00 
10.00 
10.00 
10.  OO 


10.00 
10.  OO 


9.50 

9.00 

11.00 

10.00 
10.00' 
10.00 


$ 

3  10 


3  40 


2  90 


3  00 
2  95 


3  OO 
2.85 

2  93 

3  75 
2  75 
2  75 

2  80 

3  25 
3  40 
2.80 
3  OO 
3  05 
3  00 
2  50 

2  75 

56  OO 

3  25 

2  80 

2  80 
2  90 
2  75 


Identified  by  Micro- 
scopical Examination. 


Linseed  oil  meal,    8802 

Linseed  oil  meal,    8856 

Linseed  oil  meal,    8925 

Linseed  oil  meal,    9545 


Linseed  oil  meal,    8601 

Linseed  oil  meal,    9526 


Linseed  oil  meal,    9317 

Linseed  oil  meal,    8453 


Linseed  oil  meal,    8611 

Linseed  oil  meal,    9649 

Linseed  oil  meal,    8775 

Linseed  oil  meal,    9480 

Linseed  oil  meal,    9024 

Linseed  oil  meal,    9543 

Linseed  oil  meal,    9224 


Linseed  oil  meal,    8516 

Linseed  oil  meal,    8975 

Linseed  oil  meal,    8703 

Linseed  oil  meal,    9418 

Linseed  oil  meal,    9077 

Linseed  oil  meal,    9243 


24 

* 

TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

a 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Major  Brand  Old  Procv.ss  Oil  Meal, 

Major  Brand  Old  Process  Oil  Meal, 

Major  Brand  Old  Process  Oil  Meal, 

Major  Brand  Old  Process  Oil  Meal, 


DISTILLERY  AND  BREWERY  BY- 
PRODUC'l'S. 

DISTILLERS'    DRIED  GRAINS. 
(Largely    from  Corn) 


AMERICAN    MILLING  CO., 

RIA,  ILL. 
Corn  Distillers'  Dried  Grains, 


PEO- 


OANADIAN    INDUSTRIAL  ALCO- 
HOL CO.,   LTD.,  CORBYVILLE, 
ONT. 

*Corn  Distillers'   Dried  Grains,   


DISTILLERS'   AND   YEAST  DRIED 
GRAINS. 

DONAHUE-STRATTON  CO.,  MIL- 

WALKEE,  WIS. 
Hi-quality  Dried  Grain  ,   

Ony.x  Dried  Grains,   

Ony.x  Dried  Grains,   

FLEISOHMANN    COMPANY,  CHl 

CAGO,  ILL. 
Fleischmann  Dried  Grains,   


BREWERS'  DRIED  GRAINS. 

ANTHRACITE    BREWING  CO., 
MOUNT  CARMEL,  PA. 
Brewers'  Dried  Grains,   

ATLANTIC     EXPORT  COMPANY, 

NEW  YORK.  N.  Y. 
Dried  Brewers'  Grains,   

Dried  Brewers'  Grains,   

Dried  Brewers'  Grains,   


Not  Registered. 


Earley  &,  Detweiler,  Pal- 
myra. 

Mausdale     RoUit  Mills, 

Mausdale. 
Mereatoris  &  McOuUough, 

Mcadville. 
Newtown  Feed   &  Grain 

Co.,  Newtown. 

Average,   


Total  average, 


Dannals  Milling  Co.,  Al- 
toona . 


Farmers'  Cooperative  Co. 
Inc.,  Wyso.x. 


Average, 


Meclianicsburg  Milling  Co.) 

Meclianicsburg. 
Brarldoek  Peed  cfe  Supply 

Co.,  Braddoek. 


Jolm  Williams 
Pittsburgh. 

Average, 


&  Sons, 


Harmony    Cereal  Mills, 
Harmony. 


Total  average. 


Plymouth   Mill   &  Grain 
Co.,  Plymouth. 


Frank  C.  Lewis,  Doyles- 
town. 

Miner-IIillard  Milling  Co., 

Wilkes-Barre. 
Mitier-Hillard  Milling  Co., 

Wilkes-Barre. 

Average,   


Protein. 


Moisture. 

Found. 

Guaranteed. 

% 

% 

% 

9.70 

37.50 

33.00 

9.00 

36.25 

33.00 

8.85 

34.38 

33.  CO 

9.90 

36. 6;? 

33.00 

9.62 

36.10 

9.44 

35.16 

5. 12 

31.56 

28.00 

5.95 

33.50 

33.25 

5.03 

.32.53 

2.20 

25.19 

23.  CO 

5.50 

22.94 

17.00 

6.50 

21.13 

17.00 

6.00 

22.04 

6.50 

18.69 

17.00 

5.17 

21.99 

5.71 

30.88 

26.44 

5.52 

23.!56 

25.00 

7.29 

20.75 

25.  CO 

7.32 

21.97 

25.00 

6.71 

22.09 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Pat. 


3 


Fiber. 


o 


T3 

a 

a 
u 

3 
O 


% 

5.80 
6.09 
6.21 
5  82 
C.OO 
6.38 


% 

6.0O 
6.0O 
6.00 
0.00 


12.47 

10.04 
11.57 

7.05 
8.26 

8.44 

8.35 

6.96 


6.90 

7  n 

6.89 
5.76 
6  59 


.00 


4.03 


7.00 
7.00 

7.00 


7.00 


% 
7.81 

8.22 

8.43 

7.41 

8.07 

8.02 


7.27 

6.00 
6.00 
6.00 


% 
10. 00 

10.00 

10. oo 

10.00 


13.40 

11.15 
12.27 

16.20 
16.00 

10.35 

16.17 

17.90 

16.61 

11.53 

16.20 
18.23 
16.70 
17.04 


15.00 


10.78 


21.00 
21.00 

21.00 


21.00 


Certified  Composition. 


2  80 

3  00 
2  80 
3.0O 
2.80 

59  58 


2  75 


13.03 

14.00 
14.00 
14.00 


1  76 
1  50 

1  50 

1  50 

1  40 

1  54 


2  75 


Identified  by  MicTo- 
seoyiual  Examination. 


O 


Linseed 

oil 

meal,   

9403 

Linseed 

oil 

meal,   

8413 

Linseed 

oil 

meal,   

9440 

Linseed 

oil 

meal,   

8028 

Distillers'  dried  grains  9148 
largely  from  corn. 


2  90  1  Corn     distillers'     dried   I  As  certified, 
grains  (corn  88%,  rye 
and  malt  12%.) 

2 


Corn,  barley,  malt  and 

malt  sprouts. 
Dried  grains  from  com, 

barley  malt,  malt 

sprouts. 
Dried  grains  from  corn, 

barley  malt,  malt 

sprouts. 


Dried  yeast  grains  from 
barley  malt,  corn, 
malt,  sprouts  and  oat 
malt. 


9008 


As  certified,    8425 

As  certified,   


As  certified. 


As  certified. 


9342 
9047 

9.374 


Brewers'  dried  grair-s. 


Brewers'  dried  grains 
Brewers'  dried  grains 
Brewers'  dried  grains. 


9038 
OlilO 

8sir> 

HI '73 


/  36 

TABLE  III— ANALYSES,  OP  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Namo; 


Sampled  Erom 


Prottin. 


o 


FARMERS   FEED  CO.,  BUFFALO, 
N.  T. 

Bull   Brand  Dried   Brewers'  Grains, 


Bull   Brand   Dried   Brewers'  Grains, 

Bull   Brand   Dried   Brewers'  Grains, 

PENN  GRAINS  &  FEED  COMPANY, 
PHILADELPHIA,  PA. 

Peerless  Brewers'  Dried  Grains,   

Peerless  Brewers'  Dried  Grains,   

Peerless  Brewers'  Dried  Grains,   

Peerless  Brewers'  Dried  Grains,   


POTTSVILLE     FEED  OOMPANT, 

POTTSVILLE,  PA. 
Dried  Brewers'  Grains,   


STEGMAIER  BREWING  CO. 

KES-BARRE,  PA. 
Dried  Brewers'  Grains,   


WIL- 


MAIZE  BY-PRODUCTS. 

CORN  GLUTEN  MEAL. 

CORN  PRODUCTS  REFINING  CO. 

NEW  YORK,  N.  Y. 
Diamond,   

Diamond,  

Diamond,   

Diamond,   

Diamond,   

Diamond,   

Diamond,   

CORN  GLUTEN  FEED. 

AMERICAN  MAIZE  PRODUCTS  CO 

NEW  YORK,  N.  T. 
Cream  of  Corn,   

Cream  of  Com,   

Cream  of  Corn,   

CLINTON  CORN  SYRUP  REFINING 

CO.  CLINTON,  IOWA. 
Clinton,   


Blank  &  Gottshall  Co. 
Inc.,  Sunbury. 


Mincr-Hillard  Milling  Co. 
VVillces-Barre. 


Scureman    Milling-  Co. 
Wilkes-Barre. 

Average,   


Nan- 
Ine. 


Gibbs  Milling  Co., 

ticoke. 
Great  Valley  Mills 

Paoli. 

S.  C.  Kriebel,  West  Point 
Simpson   Brothers,  Nor- 
ristown. 

Average,   


KnciT  &  Mattern,  West 
Point. 


Bergin  &  Co.,  Nantieoke, 
Total  average,   . 


Dayton  Milling  Co.,  To- 
wanda. 

S.  S.  Detweiler,  Quaker- 
town  . 

J.  M.  Hoagland  &  Co., 
Sharon. 

Preston  Brothers,  Can- 
ton. 

Sterling  &  Sherwood, 
Meshoppen. 

Swope  Brothers,  Johns- 
town . 

Washington  Milling  Co., 
Washington. 

Average,   


King     Fred  Company, 

Wilh'am.'port. 
W.  H.  Manbeck  &  Co., 

Mifflin. 
Preston      &  Jacqulsh, 

Troy. 

Average,   


Parley  A,  Detweiler,  Pal- 
myra. 


% 

7.60 

6.32 

4. CO 
6.17 

6.80 

8.85 

6.35 
5A2 

6.83 
6.70 


6.45 
6.52 


10.09 
8.80 
8.30 
9.73 
6.30 
11.55 
10.29 
9.29 


8.68 
7.60 
6.76 
7.68 

9.70 


25.69 

23.56 

21.06 
23.44 

22.63 

22.88 

22.63 
21.00 

22.29 
26.81 


28.25 
23.97 


43.75 
401.94 
41.13 
41.49 
45.06 
43.13 
42.31 
43.26 


24.50 
25.00 
24.13 
24.54 

25.75 


-     .  27 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Pat. 


% 

6.37 

7.04 

G.i4 
6.02 

6.88 

7.01 

6.40 
8.06 

7.09 
6.35 


6.69 
6.77 


1.44 
1.61 
1,78 
2.14 
1.29 
1.46 
1.41 
1.59 


3.27 
5.61 
4.28 
4.39 

2.81 


Fiber. 


a 


% 

5.3 
to 
6.3 

5.3 
to 
6.3 

5.3 
to 
6.3 


5.00 

5.0O 

5.00 
5-6 


14.63 


13.59 


17.59 
15.93 

16.26 

17.75 

15.80 
15.18 

10  .24  -. 


6.50 


l.OO 
1.00 
1.00 
1.00 
1.00 
1.00 
1.00 


1.50 
1.50 
1.50 


2.00 


% 

i;-i5 

12-15 
12-15 


17.00 

15.00 

17.00 
17.  UO 


14.61 


13.78 
15.68 


1.80 
1.86 
1.47 
1.71 
2.82 
2.04 
1.92 
1.94 


7.50 
6.78 
7.33 
7.21 


16.25 


16.50 


4.00 
4.0O 
4.00 
4.0O 
4.00 
4.00 
4.00 


8.50 
8.50 
8.50 


3.00 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


2  15 


2  10 


3  50 
2  25 


2  25 
44  OO 


35  00 
].Si> 


40  00 


1  90 


2.15 
42  69 


2  40 

2  75 

3  00 
2  70 

2  70 

3  80 
2  75 
2  73 


2  25 
2  50 
2  00 
2  25 

2  00 


Corn  gluten  meal, 


Corn  gluten  meal,   

Com  gluten  meal,   


Brewers'  dried  grains. 


Brewers'  dried  grains, 


Brewers'  dried  grains. 


Brewers'  dried  grains. 

Brewers'  dried  grains, 

Brewers'  dried  grains, 

Brewers'  dried  grains, 


Brewers'  dried  grains. 


Brewers'  dried  grains, 


9106 


8812 


9559 


9390 
8757 


9337 
8462 


9338 


9399 


As  certified,   

Corn  gluten  meal. 

Corn  gluten  meal. 

As  certified,   

As  certified,   

Corn  gluten  meal 

Corn  gluten  meal 


8993 
8888 
9424 
9486 
9007 
8822 
9245 


Corn 

gluten 

feed, 

9359 

Corn 

gluten 

feed, 

8387 

Corn 

gluten 

feed,  -- 

9454 

Corn 

gluten 

feed,  -- 

^9406 

28 


TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

a 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brind  Name. 


Sampled  Prom 


.3 
o 


Protein. 


O 


CORN  PRODUCTS  REPINING  CO. 

NEW  YORK,   N.  T. 
BufTalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   

Buffalo,   


THE  HURON  MILLING  CO.,  HAR- 
BOR  BEACH,  MICH. 
Jonk's,   


Jenk's, 


PENICK  &   Ti'O^D   LTD.,  INC. 
CHICAGO,  ILL. 

Douglass,   

Douglass,   

Douglass,   

Douglass,   

Douglass,   


PIEL    BROTHERS    STARCH  CO. 
INDIANAPOLIS,  IND. 


94rio 

P. 

Bro., 

8578 

P. 

Bro., 

9327 

P. 

Bro., 

9294 

P. 

9339 

P. 

Bro., 

C5 


A-* .      Vj  .      iJd  llilOTd  iVlIlllIlgf 

/o 

of' 

of 
70 

9.86 

27.69 

23  00 

On        AT  irln7  a  \r 
V-/  .  ,     J»i  1  «J  \v  tt  y  > 

Tlnvrl    IVrmino-    f^n  CK.it 
-LJv'.VLl    iv.'.llilllg     OO.  ,  oiiar- 

9.32 

27 . 13 

23.00 

10.07 

24. 8S 

23.00 

7.95 

24.31 

23.00 

8.76 

25.75 

23.00 

9.9o 

26.31 

23.00 

9 . 62 

25 . 31 

23.00 

AJ.'  lollv   V  • 

Honcsdfile    Millin.?  Co., 

9.34 

25.75 

1 

23.00 

Honesdalo. 

Jpfforson   Flour   &  Feed 

9.49 

27  81 

23.00 

Co . ,  riinxsutawncv . 

H.    J.    Llinger   &  Co., 

9.95 

24.69 

23,00 

Butler. 

Mathers  Brothers,  Grecn- 

8.47 

25.06 

23.00 

TT ;  1 1 ,-. 
vii  le. 

C.  P.  Mstthows  &  Sons, 

9.65 

25.63 

23 .  OO 

Inc. ,  Wilkes-Barre. 

Muth     Brothers,  Eliza- 

7.56 

27.88 

23.00 

bethtoMn. 

Sterling"  Sherwood, 

10.45 

27.81 

23 . 00 

M'pshoppen . 

j±.  j-j.  ntouL.  vnurcnviup, 

9.6/ 

23 . 88 

23.00 

Swope    Brothers ,  Johns- 

7.90 

26.56 

23.00 

town  . 

O.    B.    iyler,  Tunknan- 

8.80 

23.44 

23.00 

nock . 

vougnc  Milling  CO.,  ona- 

8.90 

28.19 

23.00 

mokin. 

Average,  . 

9.20 

26.00 

S.  C.  Kriebol,  West  Point 

8.70 

21 . 56 

22.00 

W.  &  H.  Rhoads,  Norris- 

8.43 

22.50 

22.00 

town . 

Average, 

8.58 

22 . 03 

S.  C.  Kriebel,  West  Point, 

9.17 

26.94 

23 . 00 

Mack  Brothers,  Titusvil'e, 

10.70 

27!  00 

23.00 

Miner-HiUard   Milling  Co. 

11.50 

26.19 

23.00 

Wilkes-Barre. 

Scureman    Milling  Co., 

7.95 

28.31 

23.00 

Wilkes-Barre. 

Jos.  Walker  &  Sons  Co., 

8.86 

28.75 

23.00 

Gap. 

Avera  ge,   

9.03 

27.45 

Bergin  &  Co.,  Nantieoke, 

8.20 

24.50 

23.00 

Christiana  Grain  &  Sup- 

8.05 

24.75 

23.00 

ply  Co.,  Christiana. 

J.    W.    Craft    &  Sons, 

8.18 

24.94 

23.00 

Ambler. 

A.   C.  Gorishall  &  Co., 

8.30 

24.06 

23.00 

Lansdale. 

Knerr  &  Mattern,  West 

6.84 

24.00 

23.00 

Point. 

Ayerage,  _  

7.91 

24.45 
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Pat. 


■a 
d 

D 
O 


2.43 

1.78 

4.05 

2.03 

2.66 

2.09 

2.59 

3.49 

1.39 

2.20 

4.07 

2.69 

2.67 

2.30 

2.47 
2.55 

2.42 

1.84 

2.54 

2.77 
2.94 
2.86 

2.20 
2.27 
1.56 

3.02 

1.80 

2.17 

2.41 
1.54 

2.20 

1.99 

2.30 

2.09 


3 
CD 


% 

1.00 

1.00 

1.00 

l.OO 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 

1.00 
1.00 

1.00 

1.00 


3.00 
3.00 


1.00 
1.00 
1.00 

1.00 

1.00 


2.00 
2.00 

2.00 

2.00 

2.00 


Fiber. 


•o 

a 

3 

o 


% 
6.86 

6.61 

7.30 

9.48 

5.32 

6.79 

8.72 

6.91 

7. CI 

7.96 

8.40 

8.75 

8.32 

6.99 

8.41 
8.38 

8.35 

6.65 

7.65 

7.01 
6.74 
6.87 

7.04 
6.45 
7.17 

6.46 

6.77 

6.77 


6.52 

6.89 


6.05 
6.11 
6.49 


03 
U 

03 
3 

CD 


% 
8.50 

8.50 

8.50 

8.50 

8.50 

8.50 

8.50 

8.50 

8.50 

8.00 

8.50 

8.50 

8.50 

8.50 

8.50 
8.50 

8.50 

8.50 


8.00 
8.00 
8.00 

8.00 

8.00 


8.00 
8.00 

8.00 

8.00 

8.00 


Di 

s 


5 

1  85 

2  10 
1  85 

1  80 

2  10 
2  CO 
2  20 

42  00 

2  25 

2  00 

2  10 

2  35 

2  25 

2  OO 

2  25 
2  40 

2  00 

2  65 

42  50 

40  00 

1  90 

39  00 

40  00 

2  30 
2  35 

2  50 

41  00 
44  80 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


Corn  gluten  feed. 

Corn  gluten  feed, 

Corn  gluten  feed, 

Corn  gluten  feed, 

Corn  gluten  feed. 

Corn  gluten  feed, 

Corn  gluten  feed, 

Corn  gluten  feed, 

Corn  gluten  feed, 

Corn  gluten  feed 
Corn  gluten  feed 


Corn  starch  by-product 
witli  corn  bran. 
Corn  starchi  by-product 
with  com  bran. 


2  20 
2  60 

1  90 

2  00 
2  18 


Corn  gluten  feed, 

Corn  gluten  feed. 

Com  gluten  feed, 

As  certified,   

As  certified,   

As  certified,   

As  certified,   

As  certified,   

Corn  gluten  feed. 

Corn  gluten  feed. 

Corn  gluten  feed. 

As  certified,   

As  certified,   

As  certified,   

As  certified,   

Corn  gluten  feed. 

As  certified,   

As  certified,   

As  certified,   

As  certified,   


Corn 

gluten 

feed,  -- 

9331 

Corn 

gluten 

feed, 

9592 

Corn 

gluten 

feed,  -- 

8817 

Corn 

gluten 

feed,  -- 

9561 

Corn 

gluten 

feed,  -- 

8587 

s 

3 

a 


Corn 
Corn 

gluten 
gluten 

feed, 
feed,  -- 

9400 
8578 

Com 

gluten 

feed,  — 

9327 

Corn 

gluten 

feed,  -- 

9294 

Corn 

gluten 

feed,  -- 

9339 
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TABLE  III— ANALYSES 


OF  SAMPLES  OP 


(Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protein. 


a 
o 
o 


A.  E.  STALEY  MANUEACTURING 

CO.,   DECATUR,  ILL. 
Staley's,   

Staley's,   

Staley's,   

Staley's,   :  


HOMINT  FEED. 

AUNT    JEMIMA   MILLS    CO.,  St. 

•JOSEPH,  MO. 
Hominy  Peed,   

EVANS   MILLING    CO.,  INDIAN- 
APOLIS, IND. 
Evans,   

Evans,   

KELLOGG        TOASTED  CORN 
FLAKE      CO.,    BATTLE  CREEK. 
MICH. 

B.  0.  White,   

CHARLES   A.    KRAUSE  MILLING 

CO.,     MILWAUKEE,  WIS. 
Badger  White,   

Badger  White,   

MINER-HILLARD    MILLING  CO. 

MINERS   MILLS,  PA. 
Choice  Steam  Cooked,   

POSTUM     CEREAL     CO.,  INC. 

BATTLE   CREEK,  HIGH. 
Burt's,   L  

THE  QUAKER  OATS  CO.,  CHICA- 
GO., ILL. 
Yellow,   

Yellow,   

Yellow,   

Yellow,  ,  

Yellow,   

THE     SNl'DER     MILLING  CO., 

CHILLICOTHE,  OHIO. 
Logan,   

• 

CORN  FEED  MEAL. 

CHARLES   A.    KRAUSE  MILLING 

CO.,   MILWAUKEE,  WIS. 
Badger,   ,  


Farmers'  Co-operative 
Co.,  Inc.,  Wysox. 

Hammond  Elevator  Co., 
Corry . 

Lines  s'i  Hp     Milling  Co., 

Lines  ville. 
Preston      &  Jaequish, 

Troy. 

Average,   


Total  average. 


Pomona  No.  3  Exchange, 
West  Chester. 


C.    B.    Tyler,  Tunklian- 

Wayn  Mill  n^r  Co.  Hones- 
dale. 

Average,   


Brown  &  Fassett,  Tuak- 
hannoek. 


Prank  C.  Lewis,  Doyles- 
town. 

C.  B.  Tyler,  Meshoppen, 
Average,   


Miner-Hillard  Mining  Co. 
Plymouth. 


H.  O.  Ayer,  Ulster, 


John  S.  Brown's  Son, 
New  Castle. 

L.  W.  Danenhower, 
Southampton. 

Dempsey  &  Dorr,  Os- 
ceola Mills. 

Ri.    G.     Lurie,  Sharon, 

E.  J.  Welch,  Plumville, 
Average,   


Great  Valley  Mills,  Inc. 
Paoli. 

Total  average,   


Adam  Diehl'  Sons,  Inc  , 
S.  Pittsburgh. 


% 

lu.oo 

% 
26 . 38 

% 

23.00 

9.31 

24.88 

23.00 

9.0O 

213;.  31 

23.  Of) 

8.55 

25.31 

23.00 

9.21 

25.47 

8.95 

25.60 

10.33 

11.31 

10.00 

8.97 

12.25 

10.00 

9.15 

11.69 

10.00 

9.06 

11.97 

8.80 

11.56 

10.00 

10.61 

10.56 

le.oc 

10.50 
10.55 

12.38 
11147 

10. 00 

8.10 

11.94 

10.00 

9.60 

12.00 

10.00 

8.05 

11.56 

10  50 

10.34 

12.94 

10.501 

9.62 

11.^ 

10.50 

7.28 
9.59 
8.97 

11.00 
11.06 
11.69 

10.. 50 
10.50 

9.78 

11.44 

10.00 

9.33 

11.68 

11.45 

10.63 

9.50 
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Fat. 


Fiber. 


3 
O 


% 
1.82 

2.31 

1.41 

1.91 

1.8 

2.53 


3 


d 

3 
O 


% 

1.00 
1.00 
1.00 
1.00 


7.01 

9.39 
10.01 
9.70 

7.40 

3.92 

7.62 
5.77 

6.07 

7.64 

7.25 

6.19 

7.05 

5.55 
5.47 
6.30 

7.74 
7.02 


6.00 


5.00 


7.50 
7.50 


.no 


5.00 
5.00 


4.00 

6.00 

5.00 

5.00 

6.00 

5.00 
5.00 


7.00 


% 
0.43 

6.83 

6.51 

6.93 

6.67 

7.18 


5.00 


4.97 

5.23 
5.25 
5.24 

3.87 

3.35 

4. .35 
3.85 

4.60 

4.74 

5.13 

4.75 

4., 59 

4.43 
3.70 
4.52 

6.39 
4.66 

2.94 


3 

o 


% 

8.00 
8.00 
6.00 
8.00 


8.00 


7.00 
7.00 


5.00 


5.00 
5.00 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


.'■3 


S3 


1  90 

2  00 
2  10 
2  00 
2  00 

42  59 


2  00 

1  70 
1  75 
1  73 


5.0O 

5.00 

6.00 

6.00 

5.00 

6.00 
6.00 


4.50 


Corn  gluten  feed, 


Corn  gluten  feed, 


Hominy   feed,  -.. 


Manufactured  from  corn. 
Manufactured  from  corn. 


1  70    Made  from  pure  white 
corn. 


1  85 


1  70 
1  78 


2  15 

1  75 

1  90 
1  80 
1  75 

1  75 

2  40 
1  92 


Made  from  Tvliite  corn,- 
Made  from  white  corn,_ 


6.00      .38  00 
37  28 


Made  from  iihite  corn. 

Yellow  hominy  feed. 
Yellow  hominy  feed. 
Yellow  hominy  feed, 
Yellow  hominy  feed. 


1  75 


As  certified,   

Corn  gluten  feed , 
Corn  gluten  feed, 
As  certified,   


As  certified. 

As  certified. 
As  certified. 


As  certified,  - 

As  certified,  - 
As  certified,  - 

Hominy  feed. 

As  certified,  - 

As  certified,  . 
As  certified,  . 
As  certified,  . 


As  certified,  -. 
Hominy  feed. 


Yellow  corn,    As  certified. 


9006 
8648 
9536 
9459 


8979 
8518 


9076 


9316 
9102 


9651 

901S 

9380 
8900 
8-101 

9  J. 33 

8833 


Hominy  feed,    8753 


8503 
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TABLE  III— ANALYSES  OP  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  li'^aiid  iName 


Sampled  rrom 


o 


ProUUi. 


o 


WHEAT  OFFALS. 

WHEAT  BRAN. 
(With  and  Without  Ground  Grain 
Screening's) 

H.  O.  ANDREWS  &  SONS,  MCVEY- 

TOWN,  PA. 
Wheat  Bran,   

BALDWIN    FLOUR    MILLS  CO., 

MINNEAPOLIS,  MINN. 
Wheat  Bran,   

BARBER   MILLING    CO.,  MINNE- 
APOLIS, MINN. 

Bran  Flakes   

Bran    Flakes,   .—. 

Bran  Flakes,   


BAY      STATE      MILLING  CO., 

WINONA,  MINN. 
Baj'  State  Coarse  Wheat  Bran,  _ 

BIG  DIAMOND  MILL  CO.,  MINN- 
EAPOLIS, MINN. 
Big  Diamond  Wheat  Bran,   


Big  Dia7iiond  Wheat  Bran, 


BLAINE,     MACKAY,     LEE  CO., 

NORTH  EAST,  PA. 
Pure     Wheat    Bran     and  Ground 
Screenings. 

THE    BLAIR   MILLING   CO.,  AT- 
CHISON, KANSAS. 
Hard  Wheat  Bran  and  Screenings, 


THE    B^CT^■T•r■^•    cereal  go., 

MASSILLON  OHIO. 
Pure  Soft  Winter  Wheat  Bran,   


THE   CLAFLIN  MILL   &  ELEVA- 
TOR   CO.,    CLAFLIN,  KANSAS. 
Wheat  Bran  and  Wheat  Screenings, 

H.    CLARK    CO.,    UNION  CITY, 
PA . 

Pure  Wheat  Bran  with  Ground 
Screenings  not  Exceeding  Mill 
Run. 


CLARO     MILLDSTG  CO. 

■VILLE,  MINN. 
Claro  Pure  Wheat  Bran, 


LAKE- 


THE,  CONSO'T.IDAT'ED  F'LOTT'? 
MILLS  CO.,  HUTCHINSON, 
KANSAS. 

Wheat  Bran  and  Screenings,   


H.  0.  Andrews  &  Sons, 
McVeytown. 


E.  Hellj'er,  Jr.,  Alexan- 
dria. 


Wm.  B.  Barnitz,  Carlisle, 
Center  Milling  Co.,  Phil- 

ipsburg. 
Hockey      &  McCurdy, 

Scottdale. 

Average.,   


McFarland    Supply  Co., 
Greensburg. 


H.   0.  Andrews  &  Sons, 
Mapletoji  Depot. 

R.  C.  'Wilson,  Dayton, 
Average,   


Blaine.  Mackay,  Lee  Co. 
North  East. 


A.    W.    Garvin,    N.  S. 
Pittsburgh. 


G.  A.  Schnelbach,  E.  E. 
Pittsburgh. 


Mercatoris  &  McCuIlough, 
Meadville. 


H.     Clark    Co.,  Union 
City. 


Farmers' 
Indiana. 


Exchange, 


Waynesburg  Milling  Co. 
Waynesburg. 


% 

7.77 


8.40 

8.1.5 
8.. 37 

8.70 

8.42 

8., 30 

7.47 
9.54 
8.50 

8.43 

8.91 

9.85 
7.30 
11.24 

9.20 
8.79 


% 
14.81 


14.. 38 

16.69 
16.44 

16.44 

16.52 

15.25 

15.25 
15.56 
15.41 

15.75 

10.44 

14.09 
16.00 
10.44 

10.13 
15.75 


.  33 
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Fat. 


a 

a 

3 

O 


Fiber. 


■a 

0 
3 
O 


a 
a 

3 

o 


Bill.— 376— 8 


* 

u 

o 

a 
o 

a 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


% 

% 

% 

% 

4.45 

8.32 

1  60 

5.20 

4.50 

10.46 

12.50 

1  40 

5.50 

4.40 

8.77 

11.60 

1  60 

5.77 

4.40 

9.65 

11.60 

1  75 

5.46 

4.00 

6.98 

11.00 

1  60 

5.58 

8.46 

1  65 

5.47 

3.80 

9.91 

13.10 

1  50 

5.40 

3.50 

9.77 

13.90 

1  50 

5.10 

5.00 

11.18 

11.50 

1  75 

5.25 

10.47 

1  63 

4.45 

5.00 

9.12 

9.00 

1  C5 

3.94 

3.50 

10.04 

10.00 

1  75 

4.58 

4.50 

8.58 

12.00 

1  60 

4.83 

3.50 

9.69 

10.00 

1  50 

5.39 

3.00 

8.77 

16.00 

1  60 

5.70 

4.00 

9.71 

11.00 

1  60 

4.84 

3.50 

9.33 

11.00 

1  50 

Wheat  bran  with  not  ex- 
ceeding   mill    run  of 
ground  screenings. 


Guaranteed     free  from 
screenings. 


Wheat  bran  with  screen- 
ings not  exceeding  mill 
run. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run. 


Pure    wheat    bran  and 
ground  scTeening.s. 


Composed  of  wheat  bran 
and     not     over  S% 
ground  screenings. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run. 


Wheat  bran  and  not  ex- 
ceed S%  wheat  screen- 
ings . 


Wheat  bran  and  siiiiUi 
amount  ground 
grain  screenings. 


As  certified, 


Wheat  bran, 
Wheat  bran. 

Wheat  bran. 


Wheat  bran. 

As  certified, 
As  certified. 

As  certified. 


Wheat  bran  and  mill  9LS8 
rim    ground  screen- 
ings. 


Wheat  bran, 


As  certified. 


As  certified , 


Wheat  bran. 


As  certified , 


9542 


9251 
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TABLE  III— ANALYSES  OP  SAMPLES  OT 


Name  and  Address  of  Manufacturer 
or  Iinporler  and  Brand  Name. 


Sampled  From 


Protein. 


a 

3 
O 


9589 

9279 

8933 
8302 
1C55 

9S07 

&m 

9028 
9580 
,=040 


M76 


9389 


70 


9235 


9527 


CROUCH  BROTHERS,  ERIE,  PA. 
Wheat  Bran  with  Ground  Sereenings 
not  Exceeding'  Mill  Run. 

D.  W.  DIETRICH  &  CO.,  PHILA- 
DELPHIA, PA. 
Wheat  Bran,   

DULUTH-SUPERIOR  MILLING  CO. 

DULUTH,  MINN. 
Puluth  Imperial  Bran,   

Duluth  Imperial  Bran,   

Duluth  Imperial  Bran,   


EAGLE     ROLLER    MILLS  CO., 

NEW  ULM,  MINN. 
Wheat  Bran  with  Ground  Screenings 
not  Exceeding  Mill  Run. 

Wheat  Bran  with  Ground  Screenings 
not  Exceeding  Mill  Run. 


li    A.   ECKHART  MILLING  CO., 

CHICAGO, ILL. 
Wheat  Bran  with  Reeleaned  Ground 

Wheat    Screenings    not  exceedmg 

Mill  Run.  ,        ■  , 

Wh"at  Bran  with  Reeleaned  Ground 

Wheat    Screenings   not  exceedmg 

Mill  Run. 
Wheat  Bran  with  Reeleaned  Ground 

Wheat    Screenings    not  exceeding 

Mill  Run. 


rVERETT-ArOHENBATlGH  &  CO., 

WASECA,  MINN. 
E-A  Co.  Wheat  Bran  with  Ground 
Screenings  not  exceeding  Mill  Run. 

THE   E.4.IRCHILD   MILLING  CO., 

CL'BVE'LAN'D,  OHIO. 
Wheat  Bran  with  Ground  Screenings 
exceeding  Mill  Run. 

EAVETTE  MILLING  &  FEED  CO., 

UNIONTOWN,  PA. 
Winter  Wheat  BraUj   


CHARLES       FUNK,  SHIPPENS- 

BURG,  PA. 
Wheat  Bran,   


GROVE  CITY  FLOURING  MILLS, 

GROVE   CITY,  PA. 
"Wheat  Bran,   


THE      GWINN      MILLTNG^  CO., 

COLI'MBUS,  OHIO. 
»Gwinn's  Wheat  Bran  with  Screen- 
ings not  exceeding  Mill  Run. 


Titusville      City  Mills, 
Titusville. 


Abe  Wolf,  Philadelphia, 


Fales   Grocery  Co.,  Rey- 
noldsville. 

Huntingdon   Milling  Co., 
Huntingdon. 

A.  T.   Sprankle,  DuBois, 


Average, 


D.  H.  Ports,  Kittanning, 


Ca.sh  Peed  &  Supply  Co. 
Huntingdon. 


9348 

♦Not  Registered. 


Average, 


Carnegie  Feed  &  Supply 
Co.,  Carnegie. 

Hershey   Chocolate  Co., 
Hershey . 

Warren  City  Mills,  War 
ren. 


Average, 


Walker,  Dielil  &  Walker, 
Chambersburg. 


P.  Wagner  &  Son,  New 
Castle. 


Feyette  Milling   &  Feed 
Co.,  Iniontown. 


Charles  Funk,  Sliippens- 
burg. 


Grove  City  Flouring  Mills, 
Grove  City. 


Homestead  Fruit  &  Pro- 
duce Co.,  Munliall 


% 
8.74 

9.96 

8.00 
9.12 
8.80 
8.64 

8.22 
8.82 
8.52 

8.50 
9.62 
S.38 

8.85 

8.00 

8.91 

8.78 
9.55 
9.00 
8.50 


% 

16.31 


16.63 

16.69 
17.63 
10.69 
17.00 

16.13 
17.63 
16.  SS 

16.00 
16.19 
10.38 

16.21 

17.00 

10.06 

15.03 
14.62 
14.88 
16.69 


3 


15.00 

14.00 

15.50 
15.00 
15.50 


14.00 
14.00 


14.00 
14.00 
14.011 


14.00 


14.00 


14. .''0 


13.00 


FEEDINC  STUFFS  COLLECTED  IN  1922— Continued 


Fat. 


■a 
a 

3 

o 


Fiber. 


Certified  Coniuosition. 


Idcntifled  by  Micro- 
scopical Examlnatiou. 


% 

3.50 


4.00 

4.50 
4.00 
4.50 


3.40 
3.40 


4.00 
4.00 
4.00 


3.00 


4.50 


4.00 


4.00 


% 
9.61 


y.oo 

9.74 
9.88 
9.77 
9.79 

10.19 
8.62 
9.40 

9.43 
10.50 
9.80 

9.91 

9.16 

8.96 

9.38 
8.75 
6.22 
10.10 


% 

9.00 


11.00 

11.75 
11.50 
11.75 


12.00 
12.00 


11.00 
11.00 
11.00 


12.00 


12.00 


9.00 


1  70 

2  00 

1  80 
1  70 
1  75 
1  75 

1  60 
1  00 
1  60 

1  75 

1  70 

I  80 

1  75 
1  05 

1.55 

1  50 
1  60 
1  50 


13.50        1  75 


Wheat  bran  with  ground 
grain  screenings  not 
exceeding  mill  run. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing miU  run. 


Wheat  bran  with  ground 
screenings  not  exceed- 
ing miU  run. 


Wheat  bran  with  re- 
cleancd  ground  wheat 
screenings  not  exceed- 
ing mill  run. 


Wheat  bran  with  ground      As  certified, 
screenings  not  exceed- 
ing mill  run. 


Wheat  bran  and  mill 
run  ground  tcreen- 
ings. 


Wheat  bran. 


As  certified, 
As  certified. 
As  certified. 


Wheat  bran  and  mill 
run  ground  screen- 
ings. 

As  certified,   


Wheat  bran  and  mill 
run  ground  screen- 
ings. 

Whe:-it  bran  and  mill 
run  ground  screen- 
ings . 

As  certified,   


Wheat  bran. 


Wheat  bran  and  mill 
run  grouna  screen- 
ings . 

Wheat  bran,   


9589 

9279 

89.33 
8362 
9055 

9507 
8364 

9028 
9580 
8640 


8476 


9389 


8970 


Wheat  bran,    9235 


As  certified , 


9527 


Wheat  bran  and  mill  9.348 
run   ground  screen- 
ings. 
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TABLE  III— ANALYSES  OP  SAMPLES  OP 


Name  iind  Aildrcss  of  Manufacturer 
or  liup^rier  ami  13raiid  Is'aiiie. 


Sampled  From 


o 


Protein. 


a 

a 
o 


HECKER-.TONES-.TEWELL  MII.L- 

ING  CO.,   BUFFALO.   N.  T. 
Choice   Wheat   Bran   with  Ground 
Screenings  not  exceeding  Mill  Run. 

S.  W.  HERSHEY  FLOUR  MILLS, 

YORK,  PA. 
Just  Right  Brand  Pure  Wheat  Bran. 

HUBBARD    MILLING    CO.,  MAN- 

KATO,  MINN. 
Fancy  Pure  Wheat  Bran,   


INTERNATIONAL    MILLING  CO. 

MINNEAPOLIS,  MINN. 
Black  Hawk  Pure  Wheat  Bran, 

Black  Hawk  Pure  Wheat  Bran,  -- 

Black  Hawk  Pure  Wheat  Bran, 

Black  Hawk  Pure  Wheat  Bran,  ._ 

Black  Hawk  Pure  Wheat  Bran, 
Black  Hawk  Pure  Wheat  Bran, 


W.  J.  JENNISON  CO.,  MINNEAPO- 
LIS, MINN. 
Pure  Wheat  Bran,   


LAGRANGE    MILLS,    RED  WING, 
MINN. 

Pure  Fancy  Coar  e  Wheat  Bran, 


LAKEVIEW  MILLING  CO.,  CHAM- 

BERSTUiRG.  PA. 
Pure  Winter  Wheat  Bran,   


LARABEE    FLOUR    MILLS  COR- 
PORATION,   KANSAS    CITY,  MO. 
Wheat  Bran  and  Wheat  Screenings. 


Wheat  Bran  and  Wheat  Screenings. 
Wheat  Bran  and  Wheat  Screenings. 

Wheat  Bran  and  Wheat  Screenings. 


LEBANON  MILLING  CO.,  LEBAN- 
ON, PA. 

Wheat  Bran  Our  Own  Home  Made, 


LOUISVILLE  MILLING  CO.,  INC., 

LOUISVILLE,  KY^ 
Sonny  South  Pure  Wheat  Bran,   

Sonny  South  Pure  Wheat  Bran,   


Farmers'  &  Consumers' 
Commercial  Union, 
Troy. 


I.   B.    Graybill,  Reftou, 


Pollock  Flour  &  Peed  Co. 
Ford  City. 


D.    G.    Bamford  Milling 
Co.,  Midway. 

A.   C.  Godshall  &  Co., 
Landsdale. 

Hudson  &  Kuhns,  Greens- 
burg. 

John.son   &  Smith,  Wil- 

kinsburg. 
L.  M.  Lewis,  Indiana, 
Swope   Brothers,  Johns- 
town. 

Average,   


John    B.    Curry's  Sons 
Palmyra. 


J.  A.  Gualt  Co.,  Kittan- 
ning. 


L.  L.  Rice,  Carlisle, 


BeckerstafT 
Woodlawn. 


Todd, 


Braddock  Feed  &  Supply 

Co.,  Braddock. 
Edward  Henning,   S.  S. 

Pittsburgh. 

Leibovitz  Feed  Mills,  .\\ 
toona. 

Average,   


Lebanon  Milling 
Lebanon. 


Co., 


Frank  C.  Lewis,  Doyles- 
town. 

Paxton  Flour  &  Feed  Co. 
Carlisle. 

Average,   


% 

7.04 

% 

17.75 

% 

13.50 

12.00 

15.50 

13.50 

8.26 

17.88 

16. SO 

7.95 

17.50 

15.50 

8.25 

17.00 

15.50 

8.72 

17.  C6 

15.50 

9.10 

17.50 

15.50 

7.58 
8.08 

18.00 
16.56 

15.50 
14.50 

8.28 

17.28 

7.68 

18.56 

14.50 

8.36 

16.31 

14.50 

7.51 

15.19 

14.00 

8.75 

18.63 

15.00 

8.50 

17.44 

15.00 

9.10 

17.75 

15.00 

7.95 

17.06 

15.00 

S.57 

17.72 

8.29 

15.19 

7.70 

10.94 

14.. 50 

7.78 

17.31 

14.50 

7.74 

'7.13 

1^7 


FEEDING  STUFFS  COLLECTED  IN  1922— Continucn 


Fat. 


Fiber. 


% 

3.00 


4.04 
3.50 

3.20 

3.20 

3.20 

3.20 

3.20 
3.20 

4.50 
4.10 
4.00 

3.50 

3.50 
3.50 

3.50 


4.00 
4.00 


o 


7o 

10.32 


I 


7.95 

9.89 

8.73 

9.80 

10.11 
10.69 

9.52 
9.78 


11.08 
8.53 

9.44 

10.29 
8.85 

9.12 

9.42 

8.08 

10.20 
8.93 
9.56 


3 

C3 


% 
14.00 


10.70  11.00 


10.40  j  12.00 


12.00 

12.00 

12.00 

12.00 

12.00 
12.00 


11.50 


12.40 


9.50 


10.00 

10.00 
10.00 

10.00 


8.75 
8.75 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


1  75 

1  40 
1  70 

1  30 

1  50 

1  50 

1  60 

1  60 
1  90 

1  57 
1  65 

1  65 

1  70 

1  90 

1.50 
1  90 

1  60 


1*73 


1  60 

1  55 
1  50 
1.53 


Wlieat  bran  and  ground 
grain  screenings  not 
exceeding  mill  run. 


Wheat  bran  and  wheat 
screenings  not  to  ex- 
ceed mill  run  or  8%. 


Wheat  bran  with  mill 
run  screenings  not  to 
exceed  8%. 


As  ecrtifled. 

Wheat  bran, 

Wheat  bran, 

Wheat  bran. 

Wheat  bran. 

Wheat  bran, 

Wheat  bran, 

Wheat  bran, 

Wheat  bran. 

Wheat  bran. 

Wheat  bran. 


Wheat  bran  and  small 
amount  ground  grain 
screenings. 

As  certified,   

Wheat  bran  ,   

Wheat  bran  and  mill 
run  ground  screen- 
ings. 

As  certified,   


Wheat  bran  and  small 
amount  ground  grain 
screenings. 


Wheat  bran. 
Wheat  bran. 
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TABLE  III— ANALYSES  OF  SAMPLES  01;' 


Protein. 

Chemist's  nuz 

Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 

Sampled  Trom 

Moisture. 

Pound. 

Guaranteed. 

THE  ,T.  C.  LYSLE  MILLING  CO., 

LEAVENWORTH,  KANSAS. 
Wheat  Bran  and  Screenings,   

MAPLE     LEAF     MILLING  CO., 

TORONTO,  CANADA. 
Wheat  Bran,   

MAUSDALE  ROLLER  MILLS,  DAN 

VILLE,  PA. 
Wheat  Bran,   

MAUSER  MILL  CO.,  TREICHLERS, 
PA. 

Wheat  Bran  with  Ground  Screen- 
ings not  Exceeding  Mill  Run. 

MENNEL  MILLING  QO.,  TOLEDO, 
OHIO> 

Mennel's  Eancy  Bran,   

Mennel's  Eancy  Bran,   

Mennel's  Fancy  Bran,   

Mennel's  Fancy  Bran,   

MILLMOURNE     MILLS,  PHILA- 
DELPHIA, PA. 
Pure  Wheat  Bran.   

THE  NORTHWESTERN  CONSOLI- 
DATED MILLING   CO.  . 
MINNEAPOLIS,  MINN. 

Pure  Wheat  Bran,   

Pure  Wheat  Bran,   

OMAHA     FLOUR     MILLS  CO., 

OMAHA,  NEBR. 
Omar  Pure  Wheat  Bran,   

PAXINOS   ROLLER   MILLS,  PAX- 

INOS,  PA. 
Pure  Winter  Wheat  Bran,   

PILLSBURY  FLOUR  MILLS  CO., 
MINNEAPOLIS,  MINN. 

Pillsbury's  Wheat  Bran  with  Ground 
Cleaned  Wheat  Screenings  not  ex- 
ceeding Mill  Run. 

Pillsbury's  Wheat  Bran  with  Ground 
Cleaned  Wlieat  Screenings  not  ex- 
ceeding Mill  Run. 

Pillsbury's  Wheat  Bran  with  Ground 
Cleaned  Wheat  Screenings  not  ex- 
ceeding Mill  Run. 

GEORGE  P.  PLANT  MILLING  CO. 

ST.  LOUIS,  MO. 
P.  Wheat  Bran  with  Wheat  Screen- 
ings not  exceeding  Mill  Run. 

QUAKI?R  CITY  FLOUR  MILLS  CO., 

PHILADELPHIA,  PA. 
Quaker  City  Flour  Mills  Co.,  Bran, 


Jos.  Walker  &  Sons  Co. 
Gap. 


Smith     Brothers,  Inc., 
Bradford. 


Mausdale    Roller  Mills, 
Mausdale. 


The    Hex    Milling  Co., 
Shamokin. 


G.  Bostert  &  Sons,  Johns 
town . 

I.  B.  Graybill,  Refton,  - 
McQuiston  Brothers  Co., 

Meadville. 
G.  R.  1'hompson  &  Son, 

Gettysl)urg. 

Average,   


Woodward  &  Co.,  Darby 


O.  Ditchburn's  Sons,  Car 

bondale. 
Frank  C.  Lewis,  Doyles- 

town . 

Average,   


Rochester  Seed  &  Supply 
Co.,  Rochester. 


Vought  Milling  Co.,  Sha 
mokin. 


Gibbs  Milling  Co.,  Nanti 
coke. 

W.  H.  Holcomb,  Girard, 


Preston  Brothers,  Canton 
Average,   


Mars  Supply  Co.,  Mars, 


Woodward  &  Co.,  Upper 
Darby. 


% 

% 

% 

8.29 

17.38 

15.00 

9.32 

10.13 

15.00 

7.73 

14.06 

14.00 

7.87 

16.94 

14.00 

8.35 

17.75 

15.00 

6.55 

16.88 

15.00 

6.37 

15.19 

15.00 

7.62 

14.88 

15.00 

7.22 

16.18 

9.29 

17.75 

15.00 

7.92 

16.94 

13.00 

8.93 

15.56 

IS.Ofl 

8.43 

16.25 

9.95 

17.25 

14.50 

7.27 

15.88 

9.69 

17.06 

14.00 

7.53 

16.94 

13.00 

9.07 

17.88 

14.  Of/ 

8.76 

17.29 

8.90 

15.81 

15.00 

8.58 

10.19 

13.00 
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rat. 


Fiber. 


% 

4.00 


4.50 


4.0C 


5.00 


4.00 


4.00 
4.00 


4.00 


4.00 


4.00 
4.00 


3.50 


4.00 
4.00 

4.00 

3.00 
5.55  3.50 


•a 
d 
p 
o 


% 
9.09 


9.60 
8.93 
9.78 

10. OO 

7.93 
10.07 

9.71 

9.42 

8.15 

9.66 
10.74 
10.20 

9.50 

9.19 

10.16 
10.95 

10.06 
10.39 

10.44 


3 
CD 


% 
10.00 


11.00 


9.00 


9.00 


9.0O 


9.50 
9.50 


9.50 


8.0O 


13.00 
13.00 


11.00 


12.00 


13.00 


12.00 


11.00 


Ccrtifled  Composition. 


IdeDtifled  by  Micro- 
scopical Examination. 


38  00 

1  70 
1.00 
1  80 

1  90 

1  40 
1  60 

1  65 

1  64 

2  10 

1  70 
1  55 
1  63 

1  50 

1  75 

1  90 
1  70 

1  60 
1  73 

1  50 


Wheat  bran  with  ground 
wheat  screenings  not 
exceeding  mill  ruin  or 
8%. 


Wheat   bran   with  mill 
run  of  screenings. 


Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run. 


Pure  wheat  bran, 


Pure  wheat  bran, 


Wheat  bran  with  ground 
cleaned  wheat  screen- 
ings not  exceeding  mill 
run. 


Wheat  bran  with  wheat 
screenings  not  exceed- 
ing mill  run. 


8.05     10.00       2  10    Winter  wheat  bran,    As  certified. 


As  certified , 


Wheat  bran. 


As  cer tilled. 


As  certified. 


Wheat  bran. 

Wheat  bran. 

Wheat  bran, 

Wheat  bran. 


Wheat  bran, 

As  certified,  _ 
Wheat  bran, 

As  certified , 


Wheat  bran  and  small 
amount  ground  grain 
screenings. 


Wheat  bran  and  mill 
run  ground  screen- 
ings. 

As  certified ,   


Wheat  bran  and  mill 
run  ground  screen- 
ings. 


As  certified. 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


a 
6 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protein. 


o 


o 


8782 


9417 


9233 


9301 


8404 


8961 


9334 
9478 


8581 


SGIG 


8&43 


91C1 


9540 


8435 


8941 


8534 


RED  BANK  MILLS,   NEW  BETH- 

LEHAM,  PA. 
*Bran,   

THE  RICHARDS  &   EVANS  COM- 
PANY,   CORTLAND,  OHIO. 
Pure  Wheat  Bran,   

JOHN  B.  RIGGS,  SHIPPENBUR6, 
PA. 

*Pure  Wheat  Bran,   

RUSSELL-MILLER  MILLING  CO., 

MINNEAPOLIS,  MINN. 
Bran,   

SAINT  PAUL  MILLING  CO., 
SAINT   PAUL,  MINN. 
Korno  Pure  Wheat  Bran,   

O.  P.  SHUPE  ESTATE,  MT.  PLEA- 
SANT, PA. 
Fresh  Ground  Bran,  

THE  SOUTHWESTERN  MILLING 
CO.,  INC.,   KANAS  CITY,  MO. 

Red  Turkey  Pure  Wheat  Bran,   

Red  Turkey  Pure  Wheat  Bran,   

SPARKS  MILLING   CO.,  ALTON, 
ILL. 

Try  Me  Bran,   

SPRINGBORO   MILLING  CO., 
SPRINGBORO,  PA. 
Wheat  Bran,   

SPRINGFIELD  MILLING  CO., 
SPRINGFIELD,  PA. 
Wheat  Bran  with  Ground  Screenings 
ing-s  not  exceeding  Mill  Run. 

STAR  &  CRESCENT  MILLING  CO., 

CHICAGO,  ILL. 
Star    and   Crescent)   Winter  Wheat 
Bran. 

F.   W.    STOCK   &  SONS,  HILLS- 
DALE, MICH. 
Bran,   

E.  STRICKLER'S  SONS,  LEBANON, 
PA. 

Wheat  Bran,   

TENNANT    &   HOTT   CO.,  LAKE 

CITY,  MINN. 
Pure  Bran,   

THOMPSON  MILIJNG  CO.,  LOCK- 
PORT,  N.  Y. 
Ansrelus  Wheat  Bran,   


Red    Bank    MiiLs,  New 
Bethlehem. 


.lohn  M.  Porter,  Sharon, 


John  B.  Riggs,  Shippcns- 
burg. 


George     C.  Gallagher, 
Philadelphia. 


Winburne    Milling  Co., 
Winburne. 


0.  P.  Shupo  E  tate,  Mt. 
Pleasant. 


S.  C.  Kriebel,  West  Point, 
H.  Rockwell  &  Son,  Can- 
ton. 

Average,   


% 
10.-15 


8.37 


8.97 


8.85 


7.97 


9.40 


8.9t 
7.90 

8.42 


Chri.stiana  Grain  &  Sup 
ply  Co.,  Christiana. 


Springboro    Milling  Co., 
Springboro. 


W.    P.   Lauster,  Yates- 
boro . 


Morrow  &  Buxton,  Valen- 
cia. 


Linesvillo  Coal,    TJme  & 
Cement  Co.,  Linesville. 


E,  Striekler's  Sons,  Leba- 
non. 


Webb  Brothers,  Altoona, 


J.    N.    Gelder,  Carbon- 
dale. 


9.24 


9.35 


9.85 


7.70 


9.45 


8.57 


% 
14.13 


14.38 


14.94 


17.. 56 


10.94 


1.5.75 


16.88 
18.88 


17.88 


9.65  17.44 


15.38 


16.81 


16.47 


17.50 


16.88 


10.63 


17.03 


*Not  Registered. 
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Fat. 


□ 

3 


Fiber. 


a 


o 


Certified  Composition. 


;  a 

1  n 

Identified  by  Micro- 

seopical  Examination.  <d 


a 


% 

4. 68 


4.66 


4.11 


% 
3-6 


5.0O 


% 
9.96 


9.39 


9.83 


4.0O  10.36 


.■j.Sl  :  4.00 


5.30 


4.60 
4.65 


4.63 


4.10 


4.74 


5.53 


4.. 33 


3-5 


4.00 
4.0O 


% 
4-7 


10.00 


11.00 


9.50  12.00 


.40 


if- 

)  SO 


1  75 


1  50 


1  50 


1  50 


9.34  11.80 
9.32  11.80 

9.33 


3.50 


8.29 


8.23 


Wheat  bran. 


Made  from  wheat, 


I  50    Wheat  bran,  _ 


10.00 


4.50  7.79 


4.00 


10.15 


30  00 
1  65 


31  50 


38  00 


As  certified. 


Wheat  bran,    9417 


8782 


Wheat  bran. 


As  certified, 


Wheat  bran,    8404 


9233 


9301 


11.40 


10.00 


1  SO 


1  65 


1  35 


Pure  wheat  bran  and 
fine  ground  vh^'at 
screenings  not  exceed- 
ing mill  run  or  2%. 


Wheat  bran. 


Wheat  bran. 
Wheat  bran. 


As  certified. 


As  certified. 


4.97  3.00 


4.27 


5.23 


4.03 


10.00        1  60 


9.04 


4.00  10.06 


5.32  4.00 


9.33 


9.50 


11.00. 


12.00 


1  55 


1  50 


1  90 


Wheat  bran  and  :iull 
run  ground  screen- 
ings. 


Wheat  bran,    9161 


89G1 


9334 
9478 


8581 


8618 


8843 


Made  from  pure  wiieat      As  certified, 
with  mill  run  screen- 
ings. 


Hard  wheat  bran  and 
ground  screenings  not 
exceeding  mill  run. 


Wheat  bran  and  small 
amount  ground 
grain  screenings. 


Wheat  bran, 


As  certified. 


9540 


8435 


8941 


8534 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


iber. 

Protein. 

a 

1 

1  Chemist's  nu 

Name  and  Address  of  Manufacturer 
or  Imi)ortt'r  una  liianc"  .Name. 



Sampler!  Prom 

D 
(/. 
O 

3 

■o 
a 
a 
o 
6( 

Guaranteed. 

8378 

THREE  SPRINGS  MILLING  CO.. 

THREE  SPRINGS,  PA. 
Bran,   

Tliree  Springs  Milling  Co., 
Three  Springs. 

% 

9.35 

% 

14.94 

% 

8773 

THE  TOLEDO  GRAIN  &  MILLING 

TOLEDO,  OHIO. 
Camp's  Winter  Wheat  Bran,   

Frank     Waltnian,  Chi- 

10.16 
7.85 

14.81 
16.31 

15.00 
14.50 

8557 

VOIGT  MILLING  CO.,  GRAND 
RAPIDS,  MICH. 
♦Voigt's  Winter  Wheat   Bran  with 
Ground  Screenings  not  exc;2cding 
Mill  Run. 

Tyrone  Milling  Co.,  Ty- 
rone. 

9570 
9039 

WASHBURN  CROSBY  COMPANY, 

MINNEAPOLIS,  MINN. 
Wheat  Bran  with  Cleaned  Ground 
Wheat  Screenings  not  Exceeding 
Mill  Run. 
Wheat  Bran  with  Cleaned  Ground 
Wheat  Screenings  not  Exceeding 
Mill  Run. 

Dillsburg  Grain  &  Milling, 

Of)        Tlilldln  ircr 

S.  B.  Floyd  &  Son.  Pitts- 
burgh. 

7.55 
9.53 

15., 38 
16.06 

14.00 
14.00 

8510 
H052 

Wheat  Bran  with  Cleaned  Ground 

Wheat  Screenings  not  Exceeding 

Mill  Run. 
Wheat  Bran  with  Cleaned  Ground 

Wheat   Screenings   not  Exceeding 

Mill  Run. 

Honesdale    Milling  Co., 
Honesdale. 

L.  M.  ISriner,  DuBois, 

8.62 
9.05 

17.00 
16.56 

13.00 
14.00 

9534 
9457 
83S5 

Wheat  Bran  with  Cleaned  Ground 

Wheat   Screenings  not  Exceeding 

Mill  Run. 
Wheat  Bran  with  Cleaned  Ground 

Wheat   Screenings   not  Exceeding 

Mill  Run. 
Wheat  Bran  with  Cleaned  Ground 

Wheat   Screenings   not  Exceeding 

Mill  Run. 

Mathers  Brothers,  Green- 
ville. 

Preston      &  Jacquish, 
Troy. 

C.   B.   Tyler,  Tunkhan- 
noek. 

8.77 
8.10 
8.40 

15.13 
16.63 
16.09 

14.00 
14.  CO 
14.00 

Average, 

8.58 

16.31 

9262 
9228 

THE  WESTERN  STAR  MILLS  CO., 

SALINA,  KANSAS. 
Bran   and  Screenings  not  over  8% 

Screenings. 
I.   F.   WRIGHT,  SHIPPENSBDRG, 
PA. 

*Pure  Wheat  Bran,  

W.  W.  McCullough,  West, 
Bridgewater. 

X.      X'  .       VVilJillL,  Oiiipj.><-Il!3- 

8.46 
10.18 

16.19 

14.50 

burg. 

Total  average,  . 

8.62 

16.39 

MIXED  FEED:— WHEAT  BY-PRO- 
DUCTS. 

(With    and    without    ground  grain 
screenings) 

8609 

BLAINE,  MACKAY,  LEE  CO., 
NORTH  EAST,  PA. 
Pure  Wheat  Mixed  Feed  with  Mill 

Blaine,  Maekay,  Lee  Co., 
North  East. 

8.73 

17.50 

15.40 

8390 

CAPITAL  CITY  MILLING  &  GRAIN 
CO.,    ST.    PAUL,  MINN. 

St.  Paul  Queen  Fine  Ground  Wheat 
Mixed  Feed  with  Ground  Screen- 
ings not  E.xcceding  Mill  Run. 

H    0.  Andrew.s  &  Sons, 
Mapleton  Depot. 

10.15 

17.13 

15.70 

•Not 

Registered . 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued 


Fat. 


a 

3 

o 


% 

4.55 


4.43 
4.55 

5.64 
5.10 

5.31 
5.43 

5.76 
5.21 
5.30 

5.39 


3 

o 


fiber. 


5.C5 


3.83 


% 

8.60 


4.00 
4.00 

4.00 
4.00 

4.00 
4.00 

4.00 
4.00 
4.00 


5.03  3.50 


4.91 
5.07 


10.10 
8.81 

10.19 

9.56 

9.31 
10.56 

11.81 
9.57 
10.21 

10.17 

8.95 

10.41 
9.49 


10.00 


10.00 


12.00 

13.00 

12.00 

12.00 
12.00 
12.00 


11.00 


S 


Ccrtinod  Composition. 


Iiicntiflufl  by  Micro- 
scopical Examluation. 


$ 

1  60 


2  00 


1  75 


12.00       1  65 


Soft  winter  wheat, 


4.00 


4.60 


7. SI 


7.C8 


1  05 

36  00 
1  60 

1  60 
1  55 
1  50 

32  43 

1  50 

1  50 
32  65 


Whoat  bran  with  ground 
wheat  screenings  not 
exceeding  mill  run. 


Wheat  bran  with  cleaned 
ground  wheat  screen- 
ings not  exceeding  mill 
run. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run. 

Wheat  bran  with  cleaned 
ground  wheeat  screen- 
ings not  exceeding  mill 
run. 


Wheat  bran  with  cleaned 
ground  wheat  screen- 
ings not  exceeding  mill 
run. 


O.OO 


8.30 


1  70 


1  75 


Wheat  bran  and  small 
amount  ground 
grain  screenings. 


As  certified. 


Pure  wheat  mixed  feed 
with  mill  run  screen- 
ings. 


Wheat  mixed  feed  with 
ground  screenings  not 
exceeding  mill  run. 


As  certified. 


Wheat  bran  and  mill 
run  ground  screen- 
ings. 

As  certified,   


As  certified. 
As  certified. 


Wheat  bran  and  mill 
run  ground  screen- 
ings. 

Wheat  bran  and  mill 
run  ground  .screen- 
ings. 

As  certified,   


8378 

8773 
8557 

9570 
'M39 

8510 
9052 

9534 
9457 
a985 


Wheat  bran  and  mill 
run  ground  screen- 
ings. 

Wheat  bran,   


9202 


9228 


As  certified , 


As  certified. 


8609 


8390 
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TABLE  HI— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  iDiporter  and  Brand  Name. 


Sampled  Prom 


Protein. 


O 


C5 


9522 


8997 


9032 


S37C 


St.  Paul  Queen  Pine  Ground  Wheat 
Mixed  Feed  with  Ground  Screen- 
ings not  Exceeding  Mill  Run. 


DAYTON  MILLING  CO.,  TO  WAN- 
DA, PA. 

Wheat  Peed,   


EAGLE  ROLLER  MILL  COMPANY, 

NEW  ULM,  MINN. 
Eagrle  Roller  Mill  Company's  Gold 
Coin  Wheat  Peed. 


J.  B.  EWING,  MT.  UNION,  PA. 
♦Middlings,   


Muth  Brothers,  Elizabeth, 
town. 


Average, 


9178 


959i 


HEART   OP   AMERICA  PLOUR 
MILLS,  KANSAS  CITY,  MO. 
*Plour  Middlings  and  Ground  Whrat 
Screenings  not  exceeding  10%  Imita- 
tion. 

THE  MENNEL  MILLING  CO., 
TOLEDO,  OHIO. 
Mennel's    Mainspring   Mixed  Peed, 
Harter  Brand. 


NATIONAL  MILLING  CO.,  TOLE- 
DO. OHIO. 
National  Peed,   


PILLSBURY  PLOUR  MILLS  CO. 
MINNEAPOLIS,  MINN. 
9393    Pillsbury's  Pancy  Mixed  Peed,   


9033 


9065 


9087 


8599 


Pillsbury's  Pancy  Mixed  Peed, 


RED  WING   MILLING   CO.,  RED 

WING,  MINN. 
Red  Wing  Special  Standard  Wheat 
Middlings. 

RUSSELL-MILLER  MILLING  CO 

MINNEAPOLIS,  MINN. 
Occident  Wheat  Peed, 


Occident  Wheat  Peed, 


Dayton  Milling  Co.,  To- 
wanda. 


Floyd  Vandervort,  Laeey- 
yille. 


J.  B.  Ewing,  Mt.  Union 


C.  A.  Sehnelbach.  E.  E 
Pittsburgh. 


I.    B.    Graybill,  Refton, 


Cooperative   Grange  Mill 
ing   Co.,  Titusville. 


Gibbs  Milling  Co.,  Nanti- 
colte. 


% 

9.45 


% 
18.06 


9.80  17.60 


9.15 


10.55 


6.82 


15.10 


17.13 


14.63 


% 

15.70 


10.30  17.19 


8.77 


9.23 


15.00 


12.14 


16.00 


18.56  15.00 


15.81 


10.10  16.50 


*Not  Registered. 


Floyd  "Vandervort,  Lacey-  10. 
ville. 


Average, 


10.48 


Keystone  Flour  Company,  9.22 
Clearfield. 


J.   C.   Harrington  Co., 
Montrose. 

W.    D.    Ripl(y,  Wesley- 
ville. 

Average,   


9.75 

9.08 


17.56 


17.03 


18.06 


20.25 
18.31 


15.00 


15.00 


14.  CO 


9.41  19.28 


15.00 


15.00 
15.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continuea 


JPat. 


o 


3 


% 

5.65 


5.74 


4.72 


5.14 


5.29 


4.64 


5.55 


5.16 


5.45 


% 

4.60 


4.00 


1.5-3 


3.00 


4.00 


4.67 

5.06 

5.35 

5.89 
5.78 
5.84 


4.00 


4.00 


Fiber. 


■o 
a 

3 

o 


I 


Certified  CompoBltion. 


Identified  by  Micro- 
scopical Exatninatiou. 


a 
B 
a 
a 


5.10 


4.50 


4.50 


% 
8.^ 


7.99 


8.28 


3.30 


.87 


10.60 


9.64 


.59 


10.50 


9.11 


10.00 


8.00 


9.03  I  10.00 


6.39 


.50 


6.84  10.00 


6.61 


8.31 

8.42 
8.11 
8.26 


11.20 


10.00 
10.00 


1  75 


1  75 


1  65 


1.60 


2.20 


2  10 


1  50 


Low  grade  flour,  red 
dog,  middlings,  bran 
screenings  not  exceed- 
ing mill  run. 


Manufactured  from  soft 
winter  wheat. 


Wheat  f'ed  with  ground 
screenings  not  exceed- 
ing mill  run. 


2  15 


1  60 


1  60 


1  60 


1  85 


1  73 


Low  grade  flour,  wheat 
bran  and  ground  wheat 
screenings. 


Mixed  feed  spring  wheat 
mixed  feed  with  ground 
screenings  not  exceed- 
ing mill  run. 

Wheat  bran,  salt,  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run. 


Composed  of  low  grade 
wheat  flour,  wheat 
bran  with  ground 
cleaned  wheat  screen- 
ings not  exceeding  mill 
run. 

Composed  of  wheat 
bran  and  wheat  red 
dog  flour  with  ground 
screenings  not  exceed- 
ing mill  run. 


Mill  run  of  bran,  mid- 
dlings  and  reddog. 

Mill  run  of  bran,  mid- 
dlings and  reddog. 


As  certified. 


8997 


9032 


Wheat      bran  and 
wheat  middlings. 


Wheat  bran  and 
wheat  middlings 
with  ground  screcn- 
iags  not  exceeding 
mill  run. 


Wheat    bran,    wheat  a-.o 
middlings  and  smal 
amount  ground 
grain  screenings. 


Wheat  bran,  wlieat 
middlings,  low  grade 
flour  and  ground 
wheat  screenings. 


As  certified , 


Salt  not  detached. 


As  certified. 


As  certified. 


Wheat     bran  and 
wheat  middlings. 


Wheat  bran,  wheat 
middlings  and  red- 
dog flour. 

Wheat  bran,  wheat 
j.iilHrigs  and  red- 
dog flour. 


91.^? 


.)17S 


9594 


9393 


9033 


9065 


9087 
8599 


t 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


g 

Protein/ 

a 

03 

+J 

Name  and  Address  of  Manufacturer 
or  Imp<irtor  ami  i'.raiid  jMame. 

Sampled  From 

1  Ohemis 

 .  

Moistur 

Found. 

Guaranti 

8408 

STOKES  MILLING  CO.,  WATER 

TOWN,  S.  DAK. 
Standard  Shorts  with  Ground  Scrcn- 
ings  not  exceeding  Mill  Run. 

W.  H.  Densham,  Morris 
dale. 

% 

% 
19.00 

% 

16.00 

9089 

TIOGA  MILL  &  ELEVATOR  CO., 

WAVERLY,   N.  T. 
Omar  Mixed  Feed,   

Andre    &    Sweet,  Mont- 
rose. 

9.35 

16.09 

14.80 

9090 

C.    W.    WAGAR.  &    CO.,  PHILA- 
DELPHIA, PA. 
Wagar's  Premium  Wheat  Feed,   

Andre    &    Sweet,  Mont- 
rose . 

9.39 

16.50 

16.00 

Total  average,   

9.55 

17.29 

WHEAT  MIDDLINGS. 

(With   and   without  ground  grain 
screenings) . 

STANDARD    WHEAT  MIDDLINGS. 

8008 

BLAINE,    MACKAY,    LEE  CO., 

■L'l Iv  I  Ll    Jdiri-O  X  ,     jtA.  . 

Pure  Wheat  Middlings  with  Mill  Run 
Screenings. 

rsiaine-  Mackay,  Lee  Co., 
North  East. 

9.82 

16.31 

16.00 

9C43 

CLARO  MILLING  CO.,  LAKE- 
VILLE,  MINN. 
Claro  Wheat  Middlings  with  Ground 
Screenings  not  exceeding  Mill  Run. 

Plymouth   Mill   &  Grain 
Co.,  Plymouth. 

9.95 

14.50 

15.00 

8934 

DULUTH-SUPERIOR  MILLING  CO., 

DULUTH,  MINN. 
Wheat  Standard  Middlings,  

Fales  Grocery  Co.,  Rey- 
nolds ville. 

10.57 

18.31 

17.50 

9508 

EAGLE  ROLLER  MILLS  CO.,  NEW 

TTT  TViT  TITTMM 

Wheat  Middlings  with  Ground  Sereeii- 
ings  not  Exceeding  Mill  Run. 

D.  H.  Borts,  Ivittanning, 

9.55 

I7.f0 

15.00 

9382 

THE   PAIRCHILD  MILLING  CO., 

CLEVELAND,  OHIO. 
Standard  Middlina-s;  with  Screenings 
not  Exceeding  Mill  Run. 

John   S.    Brown's  Son, 
New  Castle. 

8.50 

18.25 

13. OC 

S689 

Standard     Middlings    with  Ground 
Screenings  not  exceeding  Mill  Run. 

Elder    C.    Garvin,  Mill- 
vale. 

9. 01 

17.97 

13.00 

8977 

Standard    Middlings    with  Ground 
Screenings  not  exceeding  Mill  Bun. 

Keystone     Supply  Co., 
.Teannette. 

Average,   

9.50 
9.21 

IS.  13 
18.12 

13.00 

9C14 
9470 

HECKER-.JONER-.TEWELT,  MILLING 

CO.,  BUFFALO,  N.  T. 
Standai>3    Middlings    with  Ground 

Screening.s  not  exceeding  Mill  Run. 
Standard     Middlings    with  Ground 

Screenings  not  exceeding  Mill  Run. 

C:irroll      E.  Douglass, 

Bradford. 
Farmers'    &  Consumers' 

Commercial  Union  Troy. 

Average,    .  .  

10.20 
10.04 

10.12 

18.13' 
18.31 

18.22 

15.00 
15.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


d 

3 

o 


■a 

a 

3 


Ccrtincd  GomposiLlon. 


Idontiflcd  by  Micro- 
scopkal  Examination. 


% 

4.53 


4.87 


4.46 


5.21 


% 

5.20 


3. 80 


3.50 


% 
5.35 


7.42 


% 


;.oo 


10.00 


6.10  8.00 


7.£ 


1  75 


1  93 


1  90 


1  79 


Standard  shorts  with 
ground  screenings  not 
exceeding  mill  run. 

Wheat  bran,  wheat  mid- 
dlings, (contains 
ground  screenings  not 
exceeding  mill  run). 

Wheat  bran  and  wheat 
flour  with  ground 
screenings  not  exceed- 
ing mill  run. 


Wheat     bran  and 
wheat  middlings. 


As  cerlifled. 


As  certified. 


5.42 
5.13 
5.51 

5.59 

5.83 
5.36 

5.35 
5.51 

6.02 
6.17 
6.10 


5.00  10.20 


3.00 
5.00 

4.00 

4.00 
4.00 

4.00 

4.75 
4.75 


10.69 
6.66 

9.83 

7.93 
7.58 

7.E6 
7.62 


5.00       1  75 


10. OO  1.95 


8.75       1  SO 


9.00 

9.00 
9.0O 

9.00 


S.29  11.50 


1  75 

1  75 
1  85 

1  75 
1  78 


Pure  wheat  middlings 
with  miU  run  screen- 
ings. 

Wheat  middlings  with 
ground  screenings  not 
exceeding  mill  run. 

Wheat  standard  mid- 
dlings with  ground 
screenings  not  exceed- 
ing miU  run. 

Wheat  middlings  with 
ground  screenings  not 
exceeding  mill  run. 

Standard  middlings  with 
screenings  not  exc.ed- 
ing  mill  run. 

Standard  wheat  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run. 

Standard  middlings  with 
ground  screenings  not 
exceeding  mill  run. 


11.50 


S..51 


0  00    Standard  middlings  witli 
ground  screenings  not 

I     exceeding  mill  run. 

1  75    Made  from  wheat. 


1.88 


As  certified,  . 
As  CiTtifled, 
As  certified. 

As  certified. 

As  certified. 
As  certified. 

As  certified. 
As  certified , 


8408 


9089 


9090 


86C8 
9643 
8934 

05O8 

9382 
8689 

8977 


St»ni1ard  nheat  mid- 
dlings with  ground 
grain  screenings. 


9614 


9176 
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TABLE  III— ANALYSES  OP  SAMPLES  OF 


imber.  1 

Protein. 

a 

Name  and  Address  of  Manufacturer 
or  Iiiiporter  and  Brand  Name. 

oaujpjea  X  rom 

Chemist 

Moisture. 

■a 
a 

3 

a 

Guarantee 

5572 
9G08 

S.   W.   HERSHEY   FLOUR  MILLS, 

YORK,  PA. 
Just  Right  Brand  Pure  Wheat  Shorts, 

MAPLE  LEAP  MILLING  CO., 
TORONTO,  CANADA. 
-Lij'-.v    YYiitaL   onorife,    iocreenmgs  not 
to  exceed  Mill  Run. 

S.     Book     &  Brother, 
yuarryville. 

Smith  Brothers  Co.  Inc 
Bradford. 

% 

12.19 
11. CO 

% 

17.25 
17.13 

% 

15.63 
16.00 

917c 

THE   MENNEL   MILLING  CO.. 
TOLEDO,  OHIO. 
Mpnnel's   Middlings,    Harter  Brand, 

I.   B.   Graybill,  Refton, 

9.8:3 

18.38 

15.00 

• 

8527 

THE  NORTHWESTERN  CONSOLL 
DATED  MILLING  CO.,  MINNEA- 
POLIS, MINN. 

Wheat  Standard  Middlings  with 
Ground  Screenings  not  exceeding 
iviiii  jtvun. 

Dondale. 

10.47 

16.75 

14.  CO 

8418 

Wheat    Standard    Middlings  with 
Ground    Screenings    not  exceeding 
Mill  Run. 

Vought  Milling  Co.,  Sha- 
mokm. 

9.85 

17,56 

14.  CO 

Average, 

10.16 

17.16 

9394 

PILLSBURT  FLOUR  MILLS  CO  , 
MI\NEAPOLIS,  MTXN 

PiUsbury's  Wheat  Standard  Middlings 
with  Ground  Cleaned  Wheat  .Sere  n- 
ings  not  exceeding  Mill  Run. 

Gibbs  Milling  Co.,  Nan- 
tieoke. 

10.50 

15.44 

15.00 

5620 

PiUsbury's  Wheat  Standard  Middlings 
with  Ground  Cleaned  Wheat  Screen- 
ings not  exceeding  Mill  Run. 

Edward  Henning,  S  S 
Pittsburgh. 

10.35 

16.50 

15.50 

3770 

PiUsbury's  Wheat  Standard  Middlings 
with  Ground  Cleaned  Whesit  Scre.ui- 
ings  not  exceeding  Mill  Run. 

E.  H.  Price,  Chicora, 

11.80 

16.81 

14.00 

Average, 

10.88 

16.25 
17.31 

95CS 

RUSSELL-MILLER  MILLING  COM- 
PANY, MINNEAPOLIS,  MINN. 
Alta    Pure    Wheat    Middlings,  Mill 

Run    of    Standard   Middlings  and 

Flour  Middlings. 

Seureman    Milling  Co., 
Wilkes-Barre. 

10.09 

15.00 

8515 

SAINT  PAUL  MILLING  CO.,  SAINT 

PAUL,  MINN. 
Korno  Wheat  Standard  Middlings, 

Honesdale    Milling  Co., 
Honesdale. 

9.99 

16.81 

15.00 

S406 

SHEFFIELD-KING    MILLING  CO 

MINNEAPOLIS,  MINN. 
White  Hope  Wheat  Middlings, 

W.  H.  Densham,  Morris- 
dale. 

10.30 

17.88 

16. CO 

8507 

TENNANT    &    HOYT    CO.,  LAKE 

CITY,  MINN. 
Wheat  Standard  Middlings, 

Honesdale   Milling  Co., 
Honesdale. 

10.50 

17.38 

16.00 

8772 

THE  TOLEDO  GRAIN  &  MILLING  ' 

CO.,  TOLEDO,  OHIO 
Camp's  Standard  Wheat  Middlings  | 

r'rank  Waltman,  Chicora, 

11.07 

16.50 

15.50 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 

Fiber. 

u 

o 

5 

■a 

•anteed. 

ranteed. 

Price  per  ton 

Certified  Composition. 

Identified  by  Micro- 
scopical Examination. 

mist's  nv 

a 

3 

o 

Guai 

a 

3 

o 

Guai 

S3 

O 

% 

4.74 


5.29 

6.35 

6.14 

6.25 
5.59 

5.28 

4.99 

5.29 
6.45 

5.55 

5.13 
5.05 


5.50 


4.00 


4.00 


4.00 


4.00 


4.00 


4.00 


4.50 


4.50 


4.50 


5.00 


5.03  6.00 


% 
7.77 


8.35 
9.97 

8.95 

9.27 

9.11 
9.65 

8.58 

9  44 

9.22 
7.81 

10  80 

8.36 
8.08 


% 
8.25 


10.00 


6.50 


11.00 


11.00 


9.50 


9.50 


11.00 


8.50 


10.50 


6.98 


-.00 


8.0O 


5.00 


1  90 


1  80 


1  75 


1  70 


1  75 


1  73 


1  90 


1  90 


1  80 


1  87 


Pure  wheat  sliorts.    As  certified. 


"Wheat      shorts      with      As  certified, 
screenings  BOt  to  ex- 
ceed mill  run. 


Spring  wheat  feed  with 
ground  screenings  not 
exceeding  mill  run. 


Wheat  standard  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run. 

Wheat  standard  mid- 
dlings with  ground 
screenings  net  exceed- 
ing mill  run. 


36  CO 


2  00 


36  00 


2  00 


Wheat    standard    mid-      As  certified, 
dlings    with  ground 
cleaned  wheat  screen- 
ings not  exceeding  mill 

Whlat    standard    mid-      As  certified, 
dlings     with  ground 
cleaned  wheat  screen- 
ings not  exceeding  mill 
run. 

Wheat    standard    mid-      As  certified, 
dlings     with  ground 
cleaned  wheat  screen- 
ings not  exceeding  mill 
run. 


Mill    run    of    standard     As  certified, 
middlings    and  flour 
middlings. 


Wheat  standard  mid- 
dlings with  ground 
grain  screenings. 


Wheat  standard  mid- 
dlings and  large 
amount  ground 
grain  screenings. 

Wheat  standard  mid- 
dlings and  large 
amount  ground 
grain  screenings. 


8572 


960S 


9176 


8527 


3118 


9394 


9620 


8770 


Wheat  standard  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run. 

Wheat  middlings,  wheat 
products  and  pulvi  r- 
ized   wheat  screening.?. 


Wlieat  standard  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run. 

Standard  wheat  mid- 
dlings. 


As  certified. 


As  certified. 


As  certified, 


As  certified. 


9563 


8515 


8507 


8772 


Bul.— 376— 4 
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TABLE  III— ANALYSES  OP  SAMPLES  OF' 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


o 


Proteiu. 


•a 
d 

o 


9465 


8747 


9456 


8649 


8974 


9396 


9562 


8554 


8794 


9405 


8945 


9140 


GEORGE  URBAN  MILLING  CO., 
BUFFALO,  N.  Y. 
Winter  Wheat  Middlings  with  Ground 
Screenings  not  exceeding  Mill  Run. 


WASHBURN-CROSBY  COMPANY, 

MINNEAPOLIS,  MINN. 
Wheat     Standard     Middlings  with 
Ground    Screenings   not  cxeeedine 
Mill  Run. 

Wheat  Standard  Middlings  with 
Ground  Screenings  not  exceeding 
Mill  Run. 


WHEAT  FLOUR  MIDDLINGS. 

THE    AKRON    FEED    &  MILLING 

CO.,   AKRON,  OHIO. 
Portage  Flour  Middlings,   

BARBER  MILLING  CO.,  MINNEA- 
POLIS, MINN. 
Fancy  White   Flour  Middlings  with 

Ground   Screenings  not  excjeding 

Mill  Run. 

BALD.WIN  FLOUR  MILI,S  CO., 
MINNEAPOLIS,  MINN. 
Wheat  Flour  JTidds.   with  not  ex- 
ceeding Mill  Run  Ground  Screen- 
ings. 

Wheat  Flour  Midds.  with  not  ex- 
ceeding Mill  Run  Ground  Screen- 
ings. 


BIG  DIAMOND  MILLS   CO.,  MIN- 
NEAPOLIS, MINN. 
Big  Diamond  Wheat  Flour  Middlings, 


Big  Diamond  Wheat  Flour  Mxlrlli:  gs 


EMPIRE  MILLING  COMPANY,  MIN- 
NEAPOLIS. MINN. 
Wheat  Flour  Middlings-  with  Ground 
Screenings  not  exceeding  Mill  Run. 

HUBBARD  MILLING  CO.,  MANKA- 

TO,  MINN. 
Flour  Middling.",   


W.  .1. 


JENNISON    CO.,  MINNEA- 
POLIS, MINN. 
Wheat  Flour  Middlings  with  Ground 
Screenings  not  exceeding  Mill  Run. 


P.  P.  Case  &  Son,  Troy, 


H.   J.    Kliugler   &  Co., 
Butler. 


Preston  &  Jaquish,  Troy, 


Average,   

Total  average. 


Hnnimond  Elevator  Co., 
Corry . 


Hockey    &  McCurdy, 
Seottdale. 


Gibbs  Milling  Co.,  Nan- 
ticoke. 


Scur^man    Milling  Co. 
Wilkes-Barre. 


Average, 


Juniata    Feed    &  Flour 
Co.,  Tyrone. 


R.   C.   Wilson,  Dayton, 


Average, 


Earley  &  Dftweiler,  Pal 
n'yra. 


Fay  Milling  Co.,  Holli- 
d:iysl)urg. 


John    B.    Curry's  Sons, 
Swatarti, 


% 

S.98 


11.  (;5 

9.37 

10.51 
10.22 

11.33 
9.77 

10.40 
10.92 

10.60 
10.75 
10.80 
10.77 
9.83 

10.81 
11.07 


% 

16.63 


17.94 


18.44 


18.19 
17.27 


16.81 


17.31 


10.00 


15.31 


15.60 


16.81 


17.44 


17.13 


17.63 


19.56 


18.13 


FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


% 

4.U0 


4.00 


3.0O 


4.00 


5.00 


5.00 


4.50 


4.50 


4.50 


5.00 


4.. 50 


% 
7.07 


7.29 


4.00  7.5.. 

7.40 
!i.50 


% 

9.50 


11.00 


9.50 


5. 05 


6.56 


5.81 


4.96 


5.38 


6.82 


5.59 


6.20 


6.33 


4.55 


5.52 


9.00 


6.0O 


6.0O 


6.00 


.90 


0.00 


0.00 


COO 


Cerlificd  Composition. 


IdiuUtli'ii  by  Micro- 
MOpiual  F^xaiuiuutiou. 


a 

3 


■a 
o 


2  20 


1  70 

1  60 

1.65 
36.64 

1  80 

1  90 

2  20 
2  25 
2  23 

1  75 

2  25 
2  00 


2  25 


6.00        1  70 


Winter  wheat  middlings  |  As  certified, 

with    ground    screeu-  i 

ings  not  exceeding  mill  | 
vun. 


Wheat  standard  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run. 

Wheat  standard  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run. 


Wheat  products. 


White  flour  middlings 
with  ground  screen- 
ings not  exceeding  mill 
run. 


Wheat    flour  middlings 
with     oot  exceeding 
mill  run  ground  screen- 
ings. 

Wheat  flour  middlings 
with  not  exceeding 
mill  run  ground  tcrem 
ings. 


Wheat  flour  middlings 
with  ground  screen- 
ings not  to  exceed  mill 
run. 

Wheat  flour  middling.': 
with  ground  screen- 
ings not  to  exceed  mill 
run. 


Wheat  flour  middlings 
with  ground  screenings 
not  exceeding  mill  run. 


Flour  middlings. 


Wh:'at  flour  middlings 
with  ground  screenings 
not  exceeding  mill  run. 


As  certified, 


As  certified, 


9465 


8747 


9450 


Wheat  flour 
dlings. 

As  certified,  _. 


mid- 


As  certified. 


As  certified. 


8049 


9562 


As  certified, 


As  certified, 


8)54 


8794 


As  certified. 


Wheat      flour  mid- 
dlings. 


As  certified. 


9405 


89  ;5 


9140 


52 


TABLE  III— ANALYSES  OF  SAMPLES  OF  / 


£1 


Nnrae  and  Address  of  Jlanufucturer 
or  Importer  uml  iiruiid  i\amt. 


Sampled  From 


o 


Protein. 


o 


8175 


9238 


9625 


8472 


8415 


8755 


9272 


9102 


9500 


9525 


9593 


9252 


S894 


*Not 


Wheat  Flour  Middlings  with  Ground 
Screenings  not  exceeding  Mill  Jiun. 


XAKEVIEW  MILLING  OO.,  CHAM- 
BE  RSBUR6,  PA. 
Soft  Winter  Wheat  Middlings,   

THE   NEWSOME    FEED   &  GRAIN 
COMPANY,    MILWAUKEE,  WIS. 
*Elour  Middlings,  I.  B.  Swanson, 


NIAGARA    PALLS   MILLING  CO., 

NIAGARA  PALLS,   N.  Y. 
Niagara  Choice  Wheat  Middlings, 

PAXINOS  ROLLER  MILLS.  PAXI- 

NOS,  PA. 
System  Blended  Middlings,   

PPEPPER   MILLING    CO.,  LEBA- 
NON, ILL. 
Wheat  Middlings,   

PILLSBURY   FLOUR   MILLS  CO., 

MINNEAPOLIS,  MINN. 
Pillsbury's  Wheat  Middlings,   


GEORGE  P.  PLANT  MILLING  CO., 

ST.  LOUIS,  MO. 
P.    Wheat    Middlings    with  Wheat 
Screenings  not  exceeding  Mill  Run. 

RED  WING   MILLING   CO.,  RED 

WING,  MINN. 
Red  Wing  Special  Wheat  Flour  Mid- 
dlings. 

SAINT  PAUL  MILLING  COMPANY, 

SAINT   PAUL,  MINN. 
Korno  Wheat  Flour  Middlings  with 

Ground    Screenings   not  exceeding 

Mill  Run. 


BROWN  SHORTS. 

AUNT   .JEMIMA    MILLS  CO. 

.TOSEPH,  MO. 
Aunt  Jemima  Shorts,   


ST. 


THE       CONSOLIDATED  FLOUR 
MILLS   CO.,    HUTCHISON,  T<ANS. 
Wheat   Brown    Shorts   and  Screen- 
ings. 

D.  W.  DIETRICH  &  CO.,  PHILA- 
DELPHIA, PA. 
Wheat  Middlings  with  Mill  Run  of 
Screenings. 

Registered. 


Walker,  Diehl  &  Walker, 
Chambersburg. 

Average,   


Charles  Fimk,  Shippens- 
burg. 


Adam  Diehl's  Sons,  Inc., 
S.  S.,  Pittsburgh. 


The  Mt.  Holly  Feed  & 
Grain  Co.,  Mt.  Holly 
Springs. 


Vought  Milling  Co.,  Sha- 
mokin. 


Great  Valley  Mills,  Inc., 
Paoli. 


Mars  Supply  Co.,  Mars, 


Pollock    Flour    &  Feed 
Co.,  Ford  City. 


Grorge     E.  McQuiston, 
Grove  City. 

Total  average,   


Mack     Brothers,  Titus- 
ville. 


Waynesburg  Milling  Co., 
Waynesburg. 


A.  L.  Stout,  Church ville, 


% 

10.15 


10.61 


10.20 


11.11 


11.13 


10.  .87 


Excelsior  Flour   &   Feed  10.43 
Co.,  Freedom. 


9.48 


10.09 


9.97 
10.54 


11.42 


10.  C4 


11.50 


% 
16.88 


17.51 


16.25 


15.25 


16.88 


1C.06 


17.06 


18.25 


17.69 


17.13 


1C..38 


16.99 


19.06 


18.50 


17.25 


a 
a 

a 

3 
O 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Tiber. 


4.00 


4.0O 


4.90  3.50 


5.0O 


4.00 


.00 


4.0O 


4.30 


3.50 


3.50 


4.00 


73 

a 
o 


%  % 
4.50  6.36 


.'^.94 


6.30 


5.92 


5.80 


5.27 


7.19 


5.73 


7.20 


6.19 


6.20 


5.9 


6.57 


5.51 


5.17 


C3 


, Certified  Oompositloa. 


% 

6.00 


7.00 


8.00 


.00 


7.0O 


5.0O 


O.OO 


6.00 


3.0O 


5.50 


.00 


1  75 


1  73 


1  75 


2  00 


1  70 


2  OO 


44  00 


1  90 


9.50        1  05 


2  OO 


1  90 


38  68 


2  10 


1  70 


2  00 


Wheat  flour  middlings 
with  ground  screenings 
not  (Exceeding  mill  run. 


Soft  winter  wheat  mid- 
dlings. 

Flour  middlings. 


Choice  wheat  middlings. 
No  screenings. 


Wheat  middlings  with 
ground  screenings  not 
exceeding  mill  run. 


Low  grade  wheat  flour 
wheat  standard  mid- 
dlings with  ground 
cleaned  wheat  screen- 
ings not  exceeding  mill 
run. 


Wheat  middlings  with 
wheat  screenings  not 
exceeding  mill  run. 


Wheat  flour  middlings. 


Whent  flour  middlings 
with  ground  scn-enings 
not  exceeding  miU  run. 


Made  from  wheat  shorts. 


Wheat  shorts  and  not 
to  exceed  8%  wheat 
screenings. 


Wheat    middlings  with 
mill  run  of  screenings. 


Identiticd  by  Micro- 
scopical Examination. 


As  certifled. 


Wheat  flour 
dlings. 


mid 


Wheat  flour  mid- 
dlings and  large 
amount  ground 
grain  screenings. 


As  certified, 


Wheat  flour  mid- 
dlings and  small 
amount  ground 
grain  screenings. 


As  certified. 


Wheat      flour  mid 
dlings   with  ground 
grain  screenings. 


As  certifled, 


8475 


9238 


9C25 


8472 


8415 


S755 


9-272 


As  certified, 


As  certified. 


As  certifled. 


As  certifled, 


As  certified. 


9162 


9500 


9525 


9593 


9252 
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TABLl']  III— ANALYSES  OF  SAMPLES  OP 


Name  and  Address  of  Manufacturer 
or  Importer  and  lsr;.iid  iiame. 


Sampled  From 


o 

3 


ProtcLQ. 


•0 

c 

3 
O 


HUBBARD   MILLING   CO.,  JVL4N 

KATU,  MINN. 
Standard  Wheat  Fine  Middlings  with 

Ground   Screenings   not  exceeding 

Mill  Run. 

PARKER  MILLING  CO.,  PARKERS 

LANDING,  PA. 
Fancy  Brown  Middlings,   

O.     P.     SHUPE     ESTATE,  MT. 

PLEASANT,  PA. 
Brown  Middlings,   

SPRINGFIELD  MILLING  CO., 

SPRIiNGFlELD,  MINN. 
Wheat  Standard  Middlings,    

DAVID  STOTT  FLOUR  MILLS  CO., 

DETROIT,  MICH. 
*Peunant  Middlings,   


GRAY  SHORTS. 

BOYD    MILLING    CO.,  SHARPS- 

VILLE,  PA. 
*Middlings,   


THE  COMMERCIAL  MILLING  CO. 

DETROIT,  MICH. 
♦Standard    Wheat    Middlings  with 

Ground   Screenings  not  exceeding 

Mill  Run. 

DAYTON   MILLING  CO., 
TO  WANDA,  PA. 
White  Wheat  Middlings,   


EAGLE  ROLLER  MILLS  CO.,  NEW 

ULM,  MINN. 
Eagle  Roller  Mil!  Co.'s  Wheat  Flour 

Middlings  with  ground  Screenings 

not  exceeding  Mill  Run. 

CHARLES  PUNK,  SHIPPENSBURG, 
PA. 

Wheat  Middlings,   


HANNIBAL  MILLING  CO.,  HANNL 

BAL,  MO. 
Fancy  Soft  Wheat  Midds,   


S.  W.  HERSHEY  FLOUR  MILLS, 

YORK.  PA. 
Just    Right    Brand    Pure  Wheat 
Shorts. 

LAGRANGE   MILLS,    RED  WING, 
MINN. 

Wheat  Fine  Middlings  with  Ground 
Screenings  not  exceeding  Mill  Run. 

THE     LARABEE     FLOUR  MILLS 
CORPORATION,  WELLINGTON, 
KAJVS. 

8952    Winter  Wheat  Gray  Middlings,   

*Not  Registered. 


Pollock  Flour  &  Peed  Co. 
Ford  City. 


E.  C.  Raumbaugh,  Petro 
lia. 


O.  P.  Shupe  Estate,  Mt. 
Pleasant. 


W.    P.    Lauster,  Yates- 
boro. 


R.    G.    Lurie,  Sharon, 


Average, 


Boyd  Milling  Co.,  Shar- 
on. 


% 

9.62 


13.08 


11.20 


11.07 


10.09 


11.07 


Dayton      Milling  Co. 
Towanda. 


C.     B.      Tyler,  Tunk- 
hannock. 


Charles  f'unk,  Shippcns- 
burg. 


Simpson  Brothers,  Norris 
town. 


10.48 


11.02 


11.10 


10.36 


I.   B.   Graybell,   Refton,  8.04 


J.  A.  Gualt  Co.,  Kittan- 
ning. 


Leibovitz  Feed  Mills,  Al- 
toona. 


.60 


% 

17.63 


15.63 


16.88 


18.38 


16.31 


17.46 


10.86  16.44 


Homer  City  Feed  Mills,      11.10  15.25 
Homer  City. 


17.60 


19.02 


15.75 


17.56 


17.38 


18.31 


10.42  19.81 


17.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


■a 
a 
a 
o 


3 


a 

D 
O 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


5".60 


4.67 


4.76 


6.06 


4.78 


5.13 


5.25 


4.13 


4.30 


5.57 


-  4.24 


5.00 


4.90 


3-5 


a-5 


5.0O 


4.00 


% 
9.44 


4.05 


6.21 


6.54 


% 
9.50 


1  75 


Standard  wheat  fine  mid- 
dlings    with  ground 
screenings  not  exceed- 
ing mill  run. 


4-6       2  10    Brown  middlings. 


9.00 


9.00 


4.50 


3.00 


5.00 


4.00 


4.5-5 


4.60 


6.15 


5.11 


5.42 


5.25 


4.71 


5.29 


5.30 


5.24 


6.76 


5.27 


5.10  8. 


4.50 


4.79 


9.50 


5.00 


6.00 


5.50 


7-8 


8.25 


8.80 


5.50 


1  80 


1  65 


1  85 


1.87 


2.00 


1  SO 


2  00 


2  25 


1  80 


1  90 


1  90 


1  70 


1  90 


Brown  middlings. 


Wheat  standard  mid- 
dlings. 

Brown  wheat  middlings 
with  ground  screen- 
ings not  exceeding  mill 
Txm. 


Wheat    brown  shorts 
with  ground  grain 
screenings. 


Wheat     brown  mid- 
dlings. 

Wheat  brown  shorts. 
Wheat  brown  shorts, 


As  certified, 


Standard     wheat  mid- 
dlings    with  ground 
screenings  not  exceed- 
ing mill  run. 


WhLe  wheat  middlings. 


Wheat  flour  middlings 
with  ground  screenings 
not  exceeding  mill  run. 


Wheat  middlings, 


Wheat    gray  shorts. 


Wheat  gray  shorts, 
with  ground  grain 
screenings . 


Wheat    gray  shorts. 


9499 


8774 


8S62 


8844 


9432 


9421 


9552 


8998 


Wheat  lEiddlings  with 
ground  screenings  not 
exceeding  mill  run. 


Pure  wheat  shorts. 


Wheat  fine  middlings 
with  ground  screenings 
not  exceeding  mill  run. 


Winter  wheat  gray  mid- 
dlings. 


Wheat    gray    shorts,  :  8984 


Wheat    gray    shorts,  92C6 


Wheat   gray      shorts  ■  845 
with    ground  gray 
screenings. 


Wheat    gray  shorts, 


Wheat  gray  shorts 
with  ground  screen- 
ings. 


As  certified, 


9174 


9493 


8952 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  llr.ind  Name. 


LEBANON   MILXING   CO.,  LEBA- 
NON, PA. 
Wheat   Middlings   Our   Own  Home 
Made. 


SHANE  BROTHERS  &  WILSON  CO. 

MINNEAPOLIS,  MINN. 
Snowball    Wheat    Elour  Middlings 

with  Ground  Wheat  screenings  not 

exceeding  Mill  Run. 

SNYDER  MILLING  CO.,  TIMBLIN, 
PA. 

*Choice  Fresh  Ground  Middlings, 

THE    SPRUCE    CREEK  MILLING 

CO.,  SPRUCE  CREEK,  PA. 
Middlings,   


STOKES  MILLING   CO.,  WATER- 
TOWN,   S.  DAK. 
Standard      Shorts     with  Ground 
Screenings  not  exceeding  Mill  Run. 


Standard     Shorts     with  Ground 
Screenings  not  exceeding  Mill  Run. 


E.     STRICKLER-S    SONS,  LEBA- 
NON, PA. 
Wheat  Middlings,   


P.    E.  TRUSKENMILLER, 

SONTOWN,  PA. 
Wheat  Middlings,   


WAT- 


THE  WICHITA  PLOUR  MILLS  CO. 

WICHI'J'A,  KANSAS. 
Wheat  Gray  Shorts  and  Screenings. 

I.  P.  WRIGHT,  SHIPPENSBURG, 
PA. 

"'Pure  Wheat  Middlings,   


WHITE  SHORTS. 

H.    O.    ANDREWS    &    SONS,  MC- 

VEYTOWN,  PA. 
Wheat  Middlings,   


BAY  STATE  MIL1,ING  CO.,  WIN- 
ONA, MINN. 
Bay  State  Fancy  White  Elour  Mid- 
dlings. 

BELLEVILLE  PLOUR  MILLS  CO., 

BELLEVILLE,  PA. 
Wheat  Midds,   


Sampled  Erom 


.3 
o 


Protein. 


a 


o 


8363 

*Not  registered. 


Lebanon  Milling  Co.,  Leb- 
anon. . 


Eureka   Store,  Windber. 


High    Street    Mills,  Kit- 
tanning. 


M.  &  M.  Store,  Inc.,  Ty- 
rone. 


John  G.  Emert,  Somer- 
set. 


J.    T.    Munihy,  Clear- 
field. 


Average, 


E.    Strickler's  Sons,  Leb 
anon. 


King  Peed  Co.,  WilliamS' 
port. 


H.  G.  Hutchison  Milling 
Co.,  Hydetown. 


I.  P.  Wright,  Shippens- 
burg. 


Total  average, 


H.  0.  Andrews  &  Sons, 
McVeytown. 


E.  J.  Welch,  Pluniville, 


Huntingdon  Milling  Co., 
Huntingdon. 


% 

y.7e 


11.78 


12.63 


7.85 


11.11 


10.11 


10.61 


10. lU 


11.15 


10.92 


11.57 


10.59 


11.57 


11.59 


11.47 


% 
16.88 


18.25 


17.56 


16.38 


17.56 


18.88 


18.22 


16.25 


16.38 


18.13 


15.50 


17.31 


15.81 


17.63 


16.25 


FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Eat. 


O 


3 


Fiber. 


•a 

0 
3 
O 


3 


Certified  Composition. 


Identified  by  Micro- 
scopical Examlaation. 


% 

4.75 


4.80 


5.19 


4.66 


4.8 


5.39 


5.14 


3.72 


3.99 


4.00 


4.10 


4.10 


3.20 


% 
4.95 


4.89 


4.35 


4.33 


4.89 


5.92 


5.40 


9.00 


7.30 


7.30 


4.92  4.30 


3.56  5.23 


4.59  ?50 


4.49 


4.84 


5.06 


4.45 


4.59 


2.00 


5.00 


4.58 


5.19 


3.73 


2.20 


3.29 


5.29 


5.50 


1  75 


2  35 


2  00 


2  20 


1  90 


2  15 


2  03 


1  55 


1  90 


2  00 


1  90 


1  95 


1.85 


Wheat  middlings, 


Wheat  flour  middlings 
with  ground  wheat 
sci'eenings  not  exceed- 
ing mill  run. 


Fresh  ground  middlings. 


Middlings, 


Standard  shorts  with 
ground  screenings  not 
exceeding  mill  run, 

Standard  shorts  with 
ground  screenings  not 
exceeding  mill  run,  __. 


Wheat  middlings. 


Wheat  middlings. 


1.90 


Wheat  gray  shorts  and 
not  over  5%  screenings, 

Pure  wheat  middlings, 


Wheat  gray  shorts 
with  small  amount 
ground  grain  screen- 
ings. 


Wheat  gray  shorts 
with  ground  screen- 
ings not  exceeding 
mill  run. 


Wheat    gray  shorts, 


Wheat  gray  shorts 
with  ground  grain 
screenings. 


Wheat  gray  shorts 
with  ground  screen- 
ings not  exceeding 
mill  run. 

Wheat  gray  shorts 
with  ground  screen- 
ings not  exceeding 
mill  run. 


Wheat  gray  shorts 
with  small  amount 
ground  grain  screen 
ings. 


Wheat    gray  shorts. 


As  certified, 


8440 


8855 


9501 


8559 


8851 


9063 


Wheat  middlings. 


2  90 


2  00 


White    flour  middlings. 


Wheat  middlings. 


84-3 


9360 


9599 


9227 


Wheat  gray  middlings 
with   small  amount 
ground  grain  screen 
ings. 


Wheat  white  middlings  8:383 
with    small  amount 
ground  grain  screen- 
ings. 

As  certified,    8840 


Wheat   white   shorts,  8363 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


£1 

a 
3 


£3 
O 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


o 
3 


Protein. 


■o 
a 
p 
o 


BRADFORD    &    COMPANY,  CEN- 
TER HALL,  PA. 
W.  W.  Middlings,   

H.     CLARK     COMPANY,  UNION 

CITY,  PA. 
Pure  Wheat  Middlings,   

EAGLE  ROLLER  MILL  CO.,  NEW 

ULM,  MINN. 
Eagle  Roller  Mill  Company's  Wheat 
Plour  Middlings. 

HECKER-JONES-JEWELL  MILL- 
ING CO.,   BUFFALO,   N.  Y. 
Fancy  White  Middlings,   

HIGHSPIRE  FLOUR  MILLS,  INC., 

HIGHSPIRE,  PA. 
Pure  Wheat  Middlings,   

Pure  WTieat  Middlings,   

Pure  Wheat  Middlings,   

Pure  Wheat  Middlings,   


INTERNATIONAL  MILLING  CO., 
MINNEAPOLIS,  MINN. 

Black  Hawk  Wheat  Standard  Mid- 
dlings -with  Ground  screenings  not 
to  e.xceed  Mill  Run. 

THE    ISMERT-HINCKE  MILLING 

CO..   KANSAS  CITY,  vIO. 
A.    B.    C.    Feed,   ,  


MAUSDALE  ROLLER  MILLS,  DAN- 
VILLE, PA. 
Wheat  Middlings,   

QUAIOER  CITY  FLOUR  MILLS  CO., 

PHILADELPHIA,  PA. 
Quaker  City  Plour  Mill?  Co.,  Mid- 
dlings. 

RED  BANK  MILLS,  NEW  BETHLE- 
HEM, PA. 
*Winter  Wheat  Middlings,   

JOHN     B.      RIGGS,  SHIPPENS- 

BURG,  PA. 
*Pure  Wheat  Middlings,   

STAR  &  CRESCENT  MILLING  CO., 

CHICAGO,  ILL. 
Crescent  White  Wheat  Middlings,  _ 

THREE    SPRINGS   MILLING  CO., 

THREE  SPRINGS,  PA. 
Middlings,   


'Not  Registered. 


Webb  Brothers,  Altoooa, 


H.      Clark  Company, 
Union  City. 


O.    B.    Tyler,  Meshop- 
pen. 


L.    A.    Fischer    &  Co., 
Bradford. 


Golden     Leader  Milling 

Co.,  Middletown. 
Muth  Brothers,  Elizabeth 

town . 

Paxton  Flour  &  Feed  Co., 
Carlisle. 


Paxton  Flour  &  Feed  Co. 
Progress. 

Average,   


A.    Davidson   Feed  Co. 
McKeesport. 


J.  K.  Lawson,  Washing- 
ton. 


Mausdale     Roller  Mills, 
Mausdale. 


Woodward  &  Co.,  Upper 
Darby. 


Red  Bank  Mills,  New  Beth 
lehem . 


John  B.  Riggs,  Shippens- 
burg. 


A.   C.   God.shall  &  Co., 
Lansdale. 


Three  Springs  Milling  Co. 
Three  Springs. 

Total  average,   


% 
10.65 


12. 50 


10.90 


10.81 

11.89 
12.32 
11.23 

12.24 
11.92 

11.45 


10.  G3 


12.19 


12.06 


11.25 


11.6 


10.28 


% 

15.25 


17.19 


19.50 


17.50 

14,25 
14.38 
14.  CO 

14.50 
14.28 

17.13 


16.44 


13.81 


16.25 


16.69 


14.31 


16.94 


12.25  16.00 


11.63 


15.99 


% 

14-17 


14.70 
16.00 

15.50 

14.00 
14.00 
15.  CO 

14.00 
16.50 

16.00 

14.00 
14.00 


16.00 


FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


a 

3 

o 


% 

4.22 


4.49 


5.. 50 


5.56 

3.11 
2.08 
3.08 

2.63 
2.73 


4.30       3.50  4.39 


3.71 


4.88 


3.56 


4.31 


4.75 


4.17 


Fiber. 


■a 
a 

3 

o 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


3-4 
3.00 
5.00 

4.25 

3.00 
3.00 
4.00 

3.00 


5.06  4.50 


% 
3.91 


3.31 


3.22 


3.91 

3.90 
2.66 
3.15 

3.11 
3.20 

3. BO 


% 

11-12 


6.00 

6.00 

4.00 
4.00 
5.00 

4.00 


4.00 


4.11       4.00  4.37 


2.61 


4.50 


4.69 


3.21 


8.50 


6.50 


7.00 


5.50 


3.53 


3.69  6.00 


3.97 


2.00 


1  85 


1  75 


2  35 

2  15 
1  75 

1  80 

2  10 

1  95 

2  00 


1  95 


1  70 


2  20 


2.15 


1.75 


1  70 


1  80 


Wheat  wliite  middlings. 


Pure   wheat  middlings. 


Wheat  flour  middlmgs 
with  ground  serei  n- 
ings  not  exceeding 
mill  run. 


White  middlings. 


Pure  wheat  middlings. 

Pure  wheat  middlings. 

Pure  wheat  middlings. 

Pure  wheat  middlings, 


As  certified, 


Wheat   white  shorts. 


Wheat  white  shorts 
with  ground  screen- 
ings not  exceeding 
miU  run. 


As  certified. 


8940 


8658 


9103 


9612 


Wheat   white   shorts,  8539 
Wheat   white   shorts,  |  9516 
8466 


Wheat  standard  mid- 
dlings with  ground 
screenings  not  to  ex- 
ceed mill  i-un. 


Ground  wheat  offal  pro- 
duced in  commercial 
flour  milling  with 
ground  wheat  screen- 
ings not  to  exceed  8%. 


Wheat  middUngs, 


Made  from  pure  wheat. 


Winter  wheat  middlings 
and  mill  run  screen- 
ings. 

Pure  wheat  middlings. 


White  wheat  middlings. 


Middlings. 


Wheat  white  shorts 
and  small  amount 
ground  grain  screen- 
ings. 

Wheat    white  shorts. 


Wheat  white  shorts 
with  ground  screen- 
ings not  exceeding 
mill  run. 


Wheat  white  shorts 
with  ground  wheat 
screenings. 


9123 


9635 


9256 


Wheat  white  shorts,  8410 


Wheat  white  shorts. 


Wheat  white  shorts,  8783 


Wheat  white  shorts, 


As  certified , 


Wheat  white  shorts 
with  small  amount 
ground  grain  screen- 
ings. 


9234 


9296 


8377 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


Name  and  Address  ot  Manufacturer 
or  Importer  and  Brand  iSame. 


Sampled  Prom 


o 


Protein. 


a 

3 

o 


03 
O 
C5 


8849 
8607 

9081 
8743 

9059 

8396 

8850 
9266 


LOW  GRADE  FLOUE. 

THE   AKRON   PEED    &  MILLING 

CO.,  AKRON.  OHIO. 
Red  Dog  Portage  Plour  Middlings. 

BLAINE,     MACKAY,     LEE     CO  , 

NORTH  EAST.  PA. 
Red  Dog  Wheat  Plour,   

R<?d  Dog  Wheat  Plour,   


EMPIRE    MILLING    CO.,  MINNE- 
APOLIS MINN. 
Ivanhoe  Low  Grade, 


THE    ISMERT-HINCKE  MILLING 

CO..   KANSAS  CITY.  MO. 
I.  H.  Pure  And  Pancy  Wheat  Offal 
Peed. 

PILLSBURY       PLOUR  MILLS, 

MINNEAPOLIS,  MINN. 
Pillsbury  XX  Daisy, 


SHEPPIELD-KING   MILLING  CO 

MINNEAPOLIS,   MINN.  ^ 
Paney  Lowgrade,   


STOKES   MILLING   CO.,  WATER- 
TOWN,  S.  DAK. 
Red   Dog,    _ 


8887 


9309 


Pure  Plour  Middlings, 


8655 


8901 


RYE  OPPALS. 

RYE  MIDDLINGS. 

(With  and  without  screenings). 

WM.  BACON-HOLMES  CO.,  CHEL- 
SEA, MICH. 
Fancy  Rye  Middlings,   

MINPR-HILLARD    MILLING  CO., 

WILKES-BARRE,  PA. 
Choice  Rye  Middlings  with  Screen- 
ings not  exceeding  Mill  Run. 


MIXED     PEED:      RYE  BY-PRO- 
DUCTS. 


Valley  Mills,  Johnstown, 


Bliiine,  Mackav,  Lee  Co  , 

North  East. 
Charles  0.  Sallserg,  Ridg- 

way. 

Average.   


WEYAUWEGA  MILLING 

WEYAUWEGA,  WIS. 
Rye  Peed,   


CO. 


WHEAT  AND  RYE  OFFALS. 

THE    QUAKER    OATS    CO.,  CHL 

CAGO,  ILL. 
Buckeye  Peed,   


■*Not  Registerecl, 


Brown  &  Passett,  Tunk- 
hannock. 


H.  .T.  Klinger  &  Co.,  But- 
ler. 


Mitchell      Milling  Co 
Clearfield. 


Center       Milling  Co., 
Philipsburg. 


John  G.  Emert,  Somer- 
set, 

Monaca      Roller  Mills, 
Monica . 

Totjl  average,   


S.  S.  Dctweiler,  Quaker- 
town. 


Frank  C.  Lewis,  Doyles- 
town. 


Average, 


Union  Coal  &  Supply  Co. 
Union  City. 


L.  W.  Danenhower, 
Southampton. 


% 

11.25 


10.82 
10.90 
10.86 

10.50 
11.10 

10.95 


12.05 
12.04 
11.07 


10.67 

9.85 
10.26 


9.95 


% 

16.38 


17.50 
16.31 
16.91 

18.88 
14.31 

18.69 


10.05  17.44 


18.13 
17.63 
17.25 


16.25 

14.88 
15.57 

18.25 


18.69 


% 

14.00 


17.00 
17.00 

18.00 

14.50 

15.00 

17.00 

17.00 
10.20 


15.90 


12.00 


15.00 


15  50 
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Fat. 


% 
3.31 


4.10 
3.59 
3.85 

5.35 


4.85 
3. S3 

s.oa 

3.35 
3.70 


2.84 

3.32 
3.( 

3.T8 


5.36 


Fiber. 


CI 
3 
O 


a 


3 

O 


p. 
8 


(Certified  Composition. 


Identified  by  Mlero- 
scopical  Examination. 


I 

a 

3 

a 


o 


% 

% 

% 

3.00 

3.52 

9.00 

4.00 

1.79 

3.00 

4.00 

2.08 

3.00 

1.93 

4.50 

4.54 

4.00 

2.00 

1.03 

3.00 

4.00 

'  2.74 

4.00 

4.00 

2.27 

-  4.00 

3.00 

1.77 

3.10 

3.00 

2.28 

3.40 

2.44 

2.40 

3.29 

4.60 

4.18 

5.00 

3.73 

3.00 

6.15 

10.00 

4.51) 

7.51 

11.00 

2  20 

1  85 

2  50 
2  18 

2  25 

1  90 

2  20 
2  40 

2  25 

1  95 

2  17 


1  65 

1  50 
1  58 

1  60 


Red  dog  flour  middlings. 

Bed  dog  wheat  flour,  _ 
Red  dog  wheat  flour,  - 


Low  grade,   

Pure  wheat  off  a!  feed. 

Low  grade— Pure  wheat 
products. 

Red  dog,   

Pure  flour  middlings,  - 


As  certified ,   

As  certified,   

As  certified,   

Low  grade  wheat  flour 
Low  grade  wheat  flour. 

Low  grade  wheat  flour. 
As  certified,   

As  certifled,   

Low  grade  flour  mid- 
dlings. 


2  05 


Rye  middlings, 


Rye  middlings  with 
screenings  not  exceed- 
ing mill  run. 


Ryp  feed  with  ground 
screenings  not  exceed- 
ing mill  run. 


Wheat  mixed  feed  (with 
ground  wheat  screen- 
ings not  exceeding  miU 
run,)  rye  middlings. 


As  certifled. 


As  certifled, 


8819 

8607 
9604 

9081 
8743 

9059 

8396 
f 

8850 
9266 


Rye  bran  and  middlings  8055 
with  ground  screen- 
ings   not  exceeding 
mill  run. 


9309 


As  certifled, 


8901 


•  (>2 

TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  oE  Manufacturer 
or  Jmportor  and  I3ri.ud  JMame. 


Sampled  From 


o 


8710 


9318 


Buckeye  Peed, 


Buckeye  Feed, 


8065  '  Buckeye  Feed, 
9022  Buckeye  Feed, 
9385    Buckeye  Feed, 


9354 


8479 


5883 
8428 


OAT  BY-PRODUCTS. 

OAT  FEED. 

•THE    CORNO    MILLS    CO.,  ST. 

LOOTS,  MO. 
Corno  Oat  Peed,   


THE    HO    CEREAL    CO.,  INC., 

BUFFALO,  N.  Y. 
H-0  Reground  Oat  Hulls,   


PURITY  OATS  CO.,  D.AVENPORT, 
IOWA. 

Purity  Oat  Feed,   


Purity  Oat  Feed, 


8426    Purity  Oat  Feed, 


9520 

8573 
9521 


ROBIN   HOOD    MILLS  •  LIMITED, 

MOOSE  JAW,  CANADA. 
Blue  Moose  Moulee  Fed,   


Blue  Moose  Reground  0^t  Peed, 
Blue  Moose  Reground  0\c  Feed, 


BUCKWHEVT  OFFALS. 

BUCKWHEAT  MIDDLINGS. 

GROVE  CITY  FLOTTRING  HILLS, 

GROVE    CITY,  PA. 
*Buckwheat  Middlings,   


9528 

*Not  Registered. 


The  Goldsboro  Pure  Feed 
Co.,  Etters. 


Frank  C.   Lewis,  Doyles- 
town. 


F.     E.     Painter,  Mt. 
Pleasant. 


Floyd  Vandervort,  Lacy 
ville. 


P.  Wagner  &  Son,  New 
Castle. 


Average, 


Agnes   Campbell,  Wood- 
ville. 


Greencastle   Milling   Co.,  5.72 
Greencastle. 


S.  S.  Detweiler,  Quaker- 
town. 

A.  B.  Harnish,  Mechan- 
icsburg. 

J.  H.  Koller,  Mechanics- 
burg. 

Average,   


Muth  Brothers,  Elizabeth- 
town, 

S.     Book     &  Brother, 

Ouarryvillp. 
Muth  Brothers,  Elizabeth' 

town . 

Avera  ge,   


Total  everage. 


Grove  City  Flouring  Mills, 
Grove  City. 


% 

10.45 


9.05 


9.95 


10  .'55 


10.40 


10.05 


5.50 


7.23 
6.82 
6.10 
6.71 

6.07 

9.75 
6.01 
7.88 
6.65 


Protetu. 


a 
o 


11.07 


% 
18.25 


17.09 


17.25 


18.13 


17.81 


17.97 


7.06 

5.38 

7.13 
6.00 
C.OO 
6.04 

J6.97 

7.06 
6.. 31 
6.69 
7.61 


24.25 


■a 
□ 

03 
I- 

6 


% 

15.50 


15.50 


15.50 


15.50 


15.50 


6.00 

4.00 

5.0O 
6.73 
5.00 


13.50 

5.25 
5.25 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


a 

3 

o 


% 

4.84 


4.85 


4.83 


4.90 


4.81 


^.93 


3 


% 

4.50 


4.50 


4.50 


4.50 


4.50 


2.16 

2.19 

1.89 
1  89 
1.98 
1 .92 

7.67 

2.82 
2.35 
2.59 
2. 87 


2.00 

2.00 

1.50 
2.00 
1.50 

5.00 

2.50 
2.50 


3 

O 


% 

7.51 


8.85 


7.43 


7.45 


8.10 


7.80 


0.49 


27.49 

25.77 

28.12 
28.29 
29.50 
28.63 

in. 62 

26.20 
28.46 
27.33 
25.55 


t 


Certified  Composition. 


a 

3 

Tdentiflod  by  Micro- 
scopical Examination,  m 


% 

11.00 


11.00 


11.00 


11.00 


11.00 


1  85 


1  55 


2  00 


1  60 


1  70 


1  79 


28.00 

30.00 
32.65 
30.00 


14.00 

28.00 
28.00 


5.75 


Wheat  mixed  feed  (with 
ground  wheat  screen- 
ings not  exceeding  mill 
run),  rye  middlings. 

Wheat  mixed  leed  (with 
ground  wheat  screen- 
ings not  exceeding  mill 
run),   rye  middlings. 

Wheat  mixed  feed  (with 
ground  wheat  screen- 
ing.s  not  exceeding  mill 
run),  rye  middlings. 

Wheat  mixed  feed  (with 
ground  wheat  screen- 
ings not  exceeding  miU 
ran),   rye  middlings. 

Wheat  mixed  feed  (with 
ground  wheat  screen- 
ings not  exceeding  mill 
run),  rye  middlings. 


28  00  1  40  Oatmeal  mill  by-product 
contains  oat  middlings 
oat  shorts  and  oat 
hulls. 


1  25 

19  00 
1  05 
1  OO 

20.00 

1  75 

1  25 
1.30 
1  28 
24.88 


Oat  shorts  and  oat  hulls. 
Total  roughages  not 
over  1700  lbs.  per  ton. 


Made  from  oat  mid- 
dlings, oat  shorts, 
oat  hulls. 

Made  from  oat  mid- 
dlings, oat  shorts,  oat 
hulls. 

Made  from  oat  mid- 
dlings, oat  shorts,  oat 
hulls. 


Oat  midds,   oat  shorts 
and  oat  hulls. 


1  50 


Oat  hulls 
midds. 


and  oat 


As  certified, 


As  certified. 


As  certified. 


As  certified, 


As  certified. 


8710 


9318 


8965 


9022 


9385 


As  'certified,    9354 


As  certified, 

As  certified, 
As  certified. 
As  certified, 

As  certified, 

Oat  feed,  . 
As  certified. 


8479 

8883 
8428 
S4'.6 

9520 

.8573 
9521 


Buckwheat  middlings,  _.  j  A.S  certified, 
1 


3528 


TABLE  III— ANALYSES  OP  SAMPLES  OF 


a 


O 


Name  and  Address  ot  Manufacturer 
or  lujjorter  und  Brand  iNamt. 


8C46 


D477 


PINE    GROVE     FLOUR    &  FEED 

MILLS,  RUSSELL,  PA. 
*Buckwheat  Bran  and  Shorts,   


9110 


P464 
S324 


8957 
8452 


8754 


H.  ROCKWELLL  &  SON,  CANTON, 
PA. 

Buckwheat  Shorts,   


ALFALFA  MEAL. 

THE  DENVER  ALFALFA  MILLING 
&  PRODUCTS  CO.,  LAMAR,  COL- 
ORADO. 
Alfalfa  Meal,   


9001 


8394 


8525 


9118 


8529 


8530 


9460 


8584 


Alfalfa  Meal, 
Alfalfa  Meal,  . 

Alfalfa  Meal, 

Alfalfa  Meah 


OMAHA  ALFALFA  MILLING  CO. 

OMAHA,  NEBR. 
Alfalfa   Meal,    _ 


DRIED  BEET  PULP. 

CLOVER     LEAF     MILLING  CO. 

BUFFALO,  N.  Y. 
Dried  Beet  Pulp,   


MAX    HOTTELET,  MILWAUKEE, 
WIS. 

*Dricd  Beet  Pulp,   


KASCO    MILLS,    INC.,  TOLEDO, 
OHIO. 

Dried  Beet  Pulp,   


Protein. 

Sampled  From 

OJ 

O) 

oistui 

■a 
a 

3 
O 

a 

OS 

tH 

a 

3 
O 

Pine  Grove  Flour  &  Feed 
Mills,  Russell. 


H.  Rockwell  &  Son,  Can 
ton. 

Average,   


Blank  &  Gottshall  Co., 

Inc.,  Sunbury. 
E.  P.  Ca,=;e  &'Son,  Troy, 
■T.  W.  Craft  &  Sons,  Am- 
bler. 

The  Hex  Milling-  Co.,  Sha- 

niokin. 
W.  &  H.  Rhoads,  Norris- 

town. 

Average,   


Great  Valley  Mills,  Ine 
Paoli. 

Tot-il  average,   


THE  LARROWICI  MILLING  CO., 
DETROIT,  MICH. 
Dried  Beet  Pulp,   


Dried  Beet  Pulp, 
Dried  Beet  Pulp, 
Dried  Beet  Pulp, 
Dried  Beet  Pulp,  _ 


Waldo  Brothers,  Wyso.x 


Joseph    Weber,  Philadel- 
phia. 


C.  Ditchburn's  Sons,  Car- 
bondale. 


Blank  &  Gottshall  Co. 
Inc.,  Sunbury. 


Carbondale  Milling  Co., 
Carbondale. 


Carbondale  Milling  Co., 
Carbondale. 


E.  P.  Case  &  Son,  Troy, 


Christiana  Grain  &  Sup 
ply  Co.,  Christiana. 


% 
11.02 


10.70 
11.33 


7.80 

6.33 
6.95 

7.45 

7.09 

7.12 


8.63 
7.37 

S.25 

6., 82 
7.68 
7.82 
6.81 
7.44 
7.51 


% 
22.50 


29.69 
25.48 


17.63 

15.25 
15.44 

15.44 

14.94 

15.70 


14.94 
15.01 


10.09 


9.69 


10.31 


10.81 


10.56 


3.94 


10.88 


10.63 


*Not  Registered. 
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FEEDING  STUFFS  COLLl^CTED  IN  1022— Continued. 


Pat. 


Piber. 


a 


3 

o 


•a 
a 

3 
O 


3 

o 


Certified  Composition. 


Identified  by  Micro- 
scopical Exaininution. 


7.50 


1.00 


1.50 
1.00 


1.00 
1.00 


1.00 


0.90  0.50 


0.50 


0.50 


0.50 


0.50 


0.50 


0.50 


0.50 


% 
13.8 


5.82 
8.48 


29.73 

32.69 
32.59 

31.85 

27.94 

30.96 

30.60 
30.90 


20.50 


19.72 


20.05 


21.17 


20.38 


19.68 


19.71 


6.00 


35.00 


35.00 
35.00 


35.00 
35.00 


35.00 


20.  CO 


18.00 


20.57  20.00 


20.00 


20.00 


20.00 


20.00 


1  OO 

1  95 
1  48 


2  00 

2  00 
2  50 

2  50 

2  00 

2  20 

42  OO 

43  67 


2  40 


20.00       1  70 


1  SO 


2  25 


1  90 


1  90 


2  00 


1  80 


Buclnvheat    bran  and 
stiorts. 


Made  from  alfalfa  hay, 

Made  from  alfalfa  hay, 

Made  from  alfalfa  hay. 

Made  from  alfalfa  hay. 

Made  from  alfalfa  hay. 


Alfalfa  meal, 


Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 


Composed  of  dried  beet 
pulp. 


Composed  only  of  resi- 
due of  sugar  beets 
dried  alter  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 


Buckwheat  middlings,  8646 
Buckwheat  middlings,  ^  9477 


As 

certified ,   

9110 

As 

certified,  .  _ 

9464 

As 

certified,   

9324 

As 

certified,  -. 

8957 

As 

certified,     

8452 

As  certified , 


As  certified. 


Dried  beet  pulp. 


8754 


9001 


8394 


As  certified,    8525 


As  certified, 


As  certified, 


As  certified. 


As  certified. 


As  certified. 


8118 


8529 


8530 


9460 


5584 


Bill.— 376— 5 


G6 


TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

a 


o 


Name  and  Address  of  Manufaelurer 
or  Importer  and  Brand  JJiime. 


Sampled  i'rom 


o 


Protein. 


a 
a 
o 

fc4 


9325 


5084 


8626 


8460 


8631 


9642 


9551 


9539 


8701 


Dried  Beet  Pulp,   

Dried  Beet  Pulp,   

Dried  Beet  Pulp,   

Dried  Beet  Pulp,   

Dried  Beet  Pulp,   

WEST    BAT    CITY    SUGAR  CO., 

BAY  CITY,  MICH. 
'Dried  Beet  Pulp,   

MIXED  FEEDS. 

PROPRIETARY  DAIRY'  FEED. 

ACME-EVANS  COMPANY,  INDIAN- 
APOLIS, IND. 
Acme  Dairy  Peed,   

THE   AKRON   PEED    &  MILLING 

CO.,  AKRON,  OHIO. 
Portage  Dairy  Feed,   

AMERICAN  MILLING  CO.,  PEORIA 
ILL. 

American  Dairy  Ration,   


J.  W.  Craft  &  Sons,  Am- 
bler. 


Joseph  Finney,  Holland, 


Newtown   Feed    &  Grain 
Co.,  Newtown. 


Simpson  Brotliers,  Norris- 
town. 


Woodward  &  Co.,  Upper 
Darljy. 


Average, 


Plymouth   Mill    &  Grain 
Co.,  Plymouth. 


Total  average. 


♦Not  Registered. 


Homer  City  Peed  Mills, 
Homer  City. 


Linesville  Coal,  Lime  & 
Cement  Co.,  Linesville. 


Peter    Blumling,  McKees 
Rocks. 


% 

7.10 


11.52 


8.3S 


7.34 


.45 


.07 


7.50 


7.92 


.23 


7.75 


% 
8.19 


12.81 


9.25 


8.31 


9.81 


10.12 


9.50 


10.09 


3.C7 


23.38 


24.44 


24.38 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


o 


CD 


Fiber. 


a 

3 


03 
5 


% 

0.74 


0.97 


1.12 


0.95 


1.09 


1.07 


1.05 


1.05 


5.59 


.52 


% 

0.50 


0.50 


0.50 


%  % 
19.16  20.00 


18.56 


18.57 


0.50  19.60 


0.50 


0.50 


5.20 


5.00 


5.00 


18.90 


19.63 


20.70 


19.80 


4.50 


.85 


9.09  10 


20.00 


20.00 


20.00 


20.00 


9.00 


10.00 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


2  25 


2  20 


2  10 


1  60 


2  10 


2  01 


3  25 


2  09 


2  50 


2  25 


2  20 


Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 

Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 


Composed  only  of  resi- 
due of  sugar  beets 
dried  after  extraction 
of  sugar. 


Linseed  oil  meal,  corn 
gluten  feed.  wheat 
bran,  cottonseed  meal, 
wheat  middlings,  brew- 
ers' dried  grains  and 
i  of  1%  salt. 

Dried  distillers'  grains, 
dried  beet  pulp,  corn 
feed  meal,  wheat  bran, 
corn  gluten  feed,  cot- 
tonseed meal,  linsfed 
meal,  salt  and  calcium 
carbinate. 


Corn  distillers'  dried 
grains,  prime  cotten- 
seed  meal,  corn  gluten 
feed,  prime  peanut  oil 
meal,  dried  sugar  beet 
pulp,  wheat  bran, 
corn  feed  meal,  wheat 
middlings,  salt  and 
calcium  carbonate. 
(Bran  and  middlings 
may  contain  mill  run 

-  screenings.) 


As  certified, 


Mouldy  and  damaged. 


Mouldy  and  damaged. 


As  certified. 


As  certified. 


As  certified. 


9325 


8684 


8626 


8460 


8631 


9642 


As  certified. 


Found  also  cocoanut 
oil  meal  and  malt 
sprouts. 


Corn  distillers'  grains 
not  detected.  Found 
also  malt  sprouts, 
cocoanut  oil  meal, 
small  amount  peanut 
hulls  and  brewers' 
dried  grains. 


9551 


9539 


8701 
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l^^BLE  III— ANALYSES  OF  SAMPLES  OF 


X3 

a 

a 


Name  and  AddreBS  of  Manufacturer 
or  importer  and  Bri'iid  Wame. 


Sampled  Prom 


o 


Prottin. 


d 

§ 


0145 


American  Dairy  Ration, 


American  Dairy  Ration, 


0529 


American  Dairy  Ration, 


9250 


J      J      BADENOCH  COMPANY, 

CHICAGO,  ILL. 
Graingold  Dairy  Peed,   


8560 


Graing-old  Dairy  Peed, 


■•3.59 


Graingold  Dairy  Peed, 


% 

% 

Dannals  Milling  Co.,  Al- 

8.22 

24.88 

toona. 

Charles    0.    Good  Co., 

8.36 

25.19 

Nortb  Girard. 

W.  J.  Kelly,  Grove  City, 

7.17 

25.38 

» 

Average,   

8.10 

24.96 

Farmers'   Milling  Corpo- 

9.05 

25.25 

ration,  Washington. 

P.  M.  Rntter  &  Co.^  New 

8.53 

27.69 

Holland. 

-Joshua  Stouffer  &  Son, 

8.25 

26.75 

Huntingdon. 

Average,   . 

8.61 

26.56 

7o 

24.00" 


24.00 


24.00 


26.00 


26.00 


25.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


3 


Fiber. 


o 


C&rtifled  Composition. 


Identified  by  Micro- 
scopical Examination. 


J3 

a 

3 


J3 


% 
5.91 


% 

4.50 


.51 


4.87 


5.50 


8.61 


5.20 


4.50 


.95 


5.30 
5.50 


8.79 


5.00 


% 

10.00 


10.00 


10.00 


3  00 


2  45 


2  40 


14.00 


5.35 


5.00 


10.87  14.00 


6.29 


5.00 


10.85 


7.51    1..54 


14.00 


2  51 


2  50 


45  OO 


2  65 


49  33 


Corn  distillers'  dried 
grains,  prime  cotton- 
seed meal,  cocoanut 
oil  meal,  linseed  oil 
meal,  corn  glnten  feed, 
prime  peanut  oil  meal, 
dried  sugar  beet  pulp, 
wheat  bran,  corn  feed 
meal,  wheat  mid- 
dlings, (bran  and  mid- 
dlings may  contain 
mill  run  screenings) 
salt,  calcium  carbon- 
ate. 

Corn  distillers'  dried 
grains,  prime  cotton- 
seed meal,  cocoanut 
oil  meal,  linseed  oil 
meal,  com  gluten  feed, 
prime  peanut  oil  meal, 
dried  sugar  beet  pulp, 
wheat  bran,  corn  feed 
meal,  wheat  mid- 
dlings, (bran  and  mid- 
dlings may  contain 
mill  run  screenings) 
salt,  calcium  carbon- 
ate. 

Com  distillers'  dried 
grains,  prime  cotton- 
seed meal,  cocoanut 
oil  meal,  linseed  oil 
meal,  com  gluten  feed, 
prime  peanut  oil  meal, 
dried  sugar  beet  pulp, 
wheat  bran,  corn  feed 
meal,  wheat  mid- 
dlings, (bran  and  mid- 
dlings may  contain 
mill  run  screenings) 
salt,  calcium  carbon- 
ate. 


Hominy  feed,  cotton- 
seed meal,  ground 
oats,  O.  P.  oil  meal, 
gluten  feed,  bran  with 
ground  screenings  not 
exceeding  mill  run, 
peanut  oil  meal, 
ground  barley  and 
salt. 

Hominy  fed,  cotton- 
seed meal,  ground 
oats,  O.  P.  oil  meal, 
gluten  feed,  bran  with 
ground  screenings  not 
exceeding  mill  run, 
peanut  oil  meal, 
ground  barley  and 
salt. 

Hominy  feed,  cotton- 
seed meal,  ground 
oats,  0.,  P.  oil  meal, 
gluten  feed,  bran  with 
ground  screenings  not 
exceeding  miU  run, 
peanut  oil  meal, 
ground  barley  and 
salt. 


Corn  distillers'  dried 
grains  not  detected. 
Found  also  brewers' 
dried  grains. 


9145 


As  certified, 


8602 


Found  also  brewers' 
dried  grains  and 
malt  sprouts. 


9529 


As  certified, 


9250 


Old  process  oil  meal 
identified  as  un- 
screened linseed  oil 
feed. 


Cora  gluten  feed  not 
detected. 


8560 


8359 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


■a 

a 


i 

6 


Name  and  Address  of  Manufacturer 
or  Importer  and  Bri.nd  iSame 


Sampled  From 


Protein. 


o 


9255 


Milky  Way  Dairy  Ration, 


83ljl 


Milky  Way  Dairy  Ration, 


S401 


3075 


O07S 


mS7 


;[!fi52 


:9469 


8832 


BERGIN  &  CO.,  NANTICOKE,  PA. 
Dairy  Peed,   

BROAVN  &   PASSETT,  TUNKHAN 

>JOCK,  PA. 
B.  &  P.  Dairy  Ration,   

B.    &   P.  Milk  Ration,   

CHAPIN    &    COMPANY,  HAM- 
MOND, IND. 
Ajax  Dairy  Ration,   

Unicorn   Dairy  Ration,   

Unicorn  Dairy  Ration,   


Unicorn  Dairy  Ration, 


J.  K.  Lawson,  Washing- 
ton. 


Jo.sIma  Stouffer  &  Son, 
Huntingdon. 


% 
8. 90 


.05 


Average, 


Bergin       Co.,  Nanticokc, 


Brown  &  Passett,  Tunk- 
liannock. 


Brown  &  Passett,  Tunk- 
hannock. 


Linesville  Milling  Co. 
Linesville. 


P.   W.  Dawson  &  Son, 
Williamsport. 


Parmers'  &  Consumers' 
Commercial  Union, 
Troy. 


J.  H.  Hershberger  &  Son, 
Johnstown. 


.50 


9.20 


9.31 


9.18 


8.05 


8.51 


7.01 


8.48 


% 
23.31 


24.56 


23.94 
19.81 


26.19 


22.50 


20.63 


24.19 


26.31 


24.00 
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FEBDING  STUFI'S  COLLECTED  IN  1922— Continued. 


Pat. 


Fiber. 


a 

3 

o 


% 

4.14 


a 
o 

li4 


3 


Certifled  Composition. 


Xdentifled  by  Micro- 
seoiJieal  Examination. 


a 

3 

a 


5.00 


10.29 


4.99 


5.00 


13.15 


4.57 
4.09 


4.45 


4.15 


5.00 


-5.00 


5.00 


11.72 

8.56 

7.92 
8.1C 


6.10 


5.82 


6.41 


5.54 


5.00 


5.00 


5.00 


5.00 


8.53 


7.93 


8.95 


.97 


% 
12.00 


12.00 


12.00 


10.00 


10.00 


9.00 


10.00 


10.00 


10.00 


$ 
2  30 


2  40 


2  35 


2  40 


2  30 


2  30 


2  30 


2  65 


2  65 


Wheat  bran  and  mid- 
dlings with  screenings 
not  exceeding  miU  run, 
linseed  oil  meal,  cot- 
ton seed  meal,  gluten 
feed,  corn  leed  meal, 
oatmidds,  oat  shorts, 
oat  hulls,  calcium  car- 
bonate, ground  bar- 
ley, peanut  oil  meal 
and  salt. 

Cottonseed  meal,  O.  P. 
oil  meal,  gluten  feed, 
wheat  middlings, 
wheat  bran  with 
screenings  not  exceed- 
ing mill  run,  corn  feed 
meal,  clipped  oat  by- 
product, ground  bar- 
ley, peanut  oil  meal, 
calcium  phosphate  and 
salt. 


Wheat  middlings,  bran, 
0.  P.  oil  meal,  screen- 
ings, dried  brewers' 
grains,  salt,  corn  glu- 
ten feed,  corn  meal. 


Cottonseed  meal,  old 
process  oil  meal,  corn 
gluten  feed,  wheat 
bran,  wheat  m  i  d- 
dlings,  hominy  feed, 
ground  oats,  1%  of 
salt. 

Cottonseed  meal,  old 
process  oil  meal,  corn 
gluten  feed,  wheat 
bran,  corn  meal, 
ground  oats,  1%  of 
salt. 


Cottonseed  meal,  corn 
gluten  meal,  linseed 
meal,  corn  gluten  feed 
dried  brewers'  grains, 
corn  oil  meal,  wheat 
bran,  hominy  meal 
and  salt. 

Cottonseed  meal,  corn 
gluten  meal,  linseed 
meal,  corn  gluten  feed, 
brewers'  grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 

Cottonseed  meal,  corn 
gluten  meal,  linseed 
meal,  corn  gluten  feed, 
brewers'  grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 

Cottonseed  meal,  corn 
gluten  meal,  linseed 
meal,  corn  gluten  feed, 
brewers'  grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 


Pound  al  o  small 
amount  of  peanut 
hulls. 


As  certifled. 


As  certifled. 


As  certified. 


As  certifled, 


As  certified, 


Found      also      small  9652 
amount  ground  grain 
screenings . 


9255 


8301: 


9401 


9075 


9079 


953 


As  certifled, 


As  certified. 


9469 


8832 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


X! 

S 
3 


.3 
i 

■a 
o 


Name  and  Address  ol  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


o 
1^ 


Protein. 


o 


3 


9273 


.S511 


9485 


9448 


9099 


8737 


8369 


9555 


8946 


Unicorn  Dairy  Ration,  


Unicorn  Daii-y  Ration, 


Unicorn  Dairy  Ration, 


Unicorn  Dairy  Ration, 


Unicorn  Dairy  Ration, 


Hildebrand-.Toncs  Co. 
New  Brighton. 


Honesdale    Milling  Co., 
Honesdale. 


H.  Rockwell  &  Son,  Can- 
ton. 


Sherman     Milling  Co., 
MeadYille. 


Sterling  &  Sherwood,  Me.s- 
hoppen. 


Unicorn  Dairy  Ration,    Thompson  &  Glenn,  But- 

ler. 


CLOVER    LEAP     MILLING  CO. 

BUPPALO,   N.  T. 
Advanced  Registry  Dairy  Feed,  


Advanced  Registry  Dairy  Feed, 


Advanced  Registry  Dairy  Feed, 


Average, 


% 


8.31 


7.63 


7.25 


9.05 


% 
25.13 


24.94 


24.00 


24.00 


I 

24.25  24.00 


25.00 


24.81 


9.04  25.44 


E.   W.    Fluke,  WiUiams- 
burg. 


Juniata    Peed    &  Flour 
Co.,  Tyrone. 


George  B.   Miller,  Holli- 
daysburg. 


8.27 


.00 


8.12 


9.68 


24.90 


25.94 


26.31 


23.25 


24.00 


24.00 


24.00 


25.00 


25.00 


25.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


■a 
a 

3 

o 


O 


3 

C2 


S 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


% 

5.86 


5.54 


5.55 


5.00 


5.54 


5.05 


5.76 


0.28 


% 

5.00 


4.50 


5.00 


5.00 


5.00 


5.00 


5.50 


6.94 


% 

8.40 


8.27 


8.65 


8.58 


8.79 


887 


8.00 


9.04 


% 

10.00 


10.00 


10.00 


10.00 


10.00 


10.00 


5.50 


11.00 


2  40 


49  00 


2  45 


2  50 


2  50 


2  40 


49  07 


Cottonseed   meal,  com 
gluten    meal,  linseed 
meal,  corn  gluten  feed, 
brewers'   grains,  corn 
oil-  meal,  wheat  bran, 
bominj'  meal  and  salt. 
Cottonseed    meal,  corn 
gluten    meal,  linseed 
meal,  corn  gluten  feed, 
brewers'   grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 
Cottonseed   meal,  corn 
gluten    meal,  linseed 
meal,  corn  gluten  feed, 
brewers'   grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 
Cottonseed    meal,  corn 
gluten    meal,  linseed 
meal,  corn  gluten  feed, 
brewers'   grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 
Cottonseed   meal,  corn 
gluten    meal,  linseed 
meal,  corn  gluten  feed, 
brewers'   grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 
Cottonseed    meal,  corn 
gluten    meal,  linseed 
meal,  corn  gluten  feed, 
brewers'   grains,  corn 
oil  meal,  wheat  bran, 
hominy  meal  and  salt. 


2  50 


;.98 


11.00 


5.50 


10.14 


11.00 


2  50 


Hominy  feed,  corn  glu- 
ten feed,  linseed  meal, 
old  process,  coco  a  nut 
oil  meal,  old  process, 
wheat  bran,  wheat 
middlings,  dried  grains 
from  barley  malt  and 
corn,  cottonseed  meal 
and  one-half  of  one 
per  cent,  fine  table 
salt. 

Hominy  feed,  corn  glu- 
ten feed,  linseed  meal, 
old  process,  cocoanut 
oil  meal,  old  process, 
wheat  bran,  wheat 
middlings,  dried  grains 
from  barley  malt  and 
corn,  cottonseed  meal 
and  one-half  of  one 
per  cent,  fine  table 
salt. 

2  40  Hominy  feed,  com  glu- 
wn  feed,  linseed  meal, 
old  process,  cocoanut 
oil  meal,  old  process, 
wheat  bran,  wheat 
middlings,  dried  grains 
from  barley  malt  and 
corn,  cottonseed  meal 
and  one-half  of  one 
per  cent,  fine  table 
salt. 


Found  also  small 
amount  ground  grain 
screenings. 


Found  also  small 
amount  ground  grain 
screenings. 


As  certified,    9485 


9273 


8511 


Found  also  small 
amount  ground  grain 
screenings. 


As  certified. 


Found  also  small 
amount  ground  grain 
screenings . 


Salt  not  detected. 


9448 


9099 


87.37 


Salt  not  deteced. 


8309 


Found  also  small 
amount  ground  grain 
screenings  and  trace 
and  trace  small 
whole  weed  seeds. 


8555 


8946 
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TABLE  III— ANALYSES  OP  SAMPLES  OF 


B 

1=1 


J3 
O 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protein. 


•■a 

O 


VG17 


P030 


5792 


S996 


9378 


9553 


9200 


Advanced  Registry  Dairy  Peed, 


Advanced  Registry  Dairy  Feed, 


Old   Colony  Feed,   The  R-eady  Ra- 
tion for  Dairy  Cows,   


DAYTON  MILLING  CO. 
TO  WANDA,  PA. 
Dayton's  Ideal  Dairy  Ration, 


THE    DEWEY    BROTHERS  CO., 

BLANCHESTER,  OHIO. 
Dewey's  Ready  Ration,   


THE    ALBERT   DICKINSON  COM- 
PANY,   CHICAGO,  ILL. 
Dielfinson  Dairy  Feed,   


Dickinson  Dairy  Feed, 


Dickinson  Dairy  Feed, 


The    Polish  Cooperative 
Store,  Johnsonburg. 


Floyd  ^'andervort,  Lacey 
ville. 


Average, 


Rimersburg  Milling  Co. 
Rimersburg. 


Dayton  Milling  Co.,  To- 
wanda. 


.John  S.  Brown's  Son,  New 
Castle. 


J.   A.   McKelvey,  Blairs- 
ville. 


Morrison  Brothers,  Belle- 
vue. 


F.  E.  Painter,  Mt.  Pleas- 
ant. 


% 

8.30 


9.35 


8.69 
9.72 


9.75 


7.90 


8.15 


9.20 


8.84 


% 
25.81 


26.94 


25.65 
21.19 


25.69 


24.56 


20.88 


24.56 


24.56 


75 

FEEDING  STUFFS  COLLECTED  IN  1922— Coutinued. 


Fat. 


Fiber. 


T3 

d 
3 

o 


% 

5.48 


% 

5.00 


■a 
d 


d 
CS 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


Si 
O 


% 
10.00 


6.36 


5.50 


.82 


11.00 


2  90 


2  50 


6.17 
4.47 


S.50 


9.00 
8.17 


12.00 


5.52 


4.00 


C.40 


.19 


6.00 


10.57 


10.  OO 


2  50 
S  00 


2  30 


11.00 


5.51 


4.95 


5.50 


5.50 


5.50 


.50 


9.87 


.70 


10.00 


10.00 


10.00 


Hominy  feed,  corn  glu- 
ten feed,  linseed  meal, 
old  process,  cocoanut 
oil  meal,  old  process, 
■wheat  bran,  wheat 
middlings,  dried  grains 
from  barley  malt  and 
corn,  cottonseed  meal 
and  one-half  of  one 
per  cent,  fine  table 
salt. 

Hominy  feed,  corn  glu- 
ten feed,  linseed  meal, 
old  process,  cocoanut 
oil  meal,  old  process, 
wheat  bran,  wheat 
m  i  d  d  1  i  n  gs  ,  dried 
grains  from  barley 
malt  and  corn,  cotton- 
seed meal  and  one-half 
of  one  per  cent,  fine 
table  salt. 


Cottonseed  meal,  corn 
gluten  feed,  O.  P.  lin- 
seed oil  meal,  dried 
beet  pulp,  wheat  bran 
and  wheat  middlings, 
i  of  1%  fine  table  salt. 

Gluten,  oil  meal,  buck- 
wheat middlings,  cot- 
tonseed meal,  wheat 
middlings,  wheat 
bran,  corn  meal  and 
salt. 


Corn  distillers'  dried 
grains,  brewers'  dried 
grains,  linseed  o  i  1 
meal,  cottonseed  meal, 
malt  sprouts,  wheat 
bran,  wheat  m  i  d- 
dlings,  corn  gluten 
feed,  hominy  feed  and 
i%  salt. 


2  50  Corn  gluten  feed,  brew- 
ers' dried  grains,  wheat 
bran,  wheat  middling, 
cottonseed  meal,  lin- 
seed oil  meal,  hominy 
feed  and  i  of  1%  salt. 

2  60  Corn  gluten  feed,  brew- 
ers' dried  grains,  wheat 
bran,  wheat  middling, 
cottonseed  meal,  lin- 
seed oil  meal,  hominy 
feed  and  i  of  1%  salt. 

2  50  Corn  gluten  feed,  brew- 
ers' dried  grains,  wheat 
bran,  wheat  middling, 
cottonseed  meal,  lin- 
seed oil  meal,  hominy 
feed  and  i  of  1%  salt. 


2  40 


Cocoanut  oil 
not  detected. 


meal 


As  certified. 


9017 


As  certified. 


9030 


8792 


As  certified. 


As  certified. 


Salt  not  detected. 
Pound  also  small 
amount  ground  grain 
screenings. 


As  certified, 


8996 


9378 


Pound  also  small 
amount  ground  grain 
screenings. 


9553 


9200 


8963 


TABLE  HI— ANALYSES  OF  SAMPLES  OF 


1- 

Protein. 

a 

Chemist's  m 

Name  and  Address  of  Manufacturer 
or  Importer  and  Bri'nd  Name. 

Sampled  Prom 

Moisture. 

Found. 

Guaranteed. 

John  M.  Porter,  Sharon, 

% 

% 

% 

9415 

Dickinson  Dairy  Feed,   

8.00 

25.88 

24.  CO 

9154 

Dickinson  Dairy  Peed,   

R.  J.  Renialey,  Juniata, 

8.90 

26.00 

24.00 

9629 

Richey     &  McParland, 

8.21 

24.50 

,  ,  ■■. 
24.00 

Carnegie. 

9605 

Dickinson  Dairy  Feed,   

Smith      Brothers  Co., 

8.57 

24.63 

24.00 

Ridgr^va  y . 

Average,   

8.55 

25.29 

EDGAR-MORGAN  CO.,  MiMirHis, 

TENN. 

8481 

*Happy  Cow  Feed  (Dry),   

Strickler  &  Gillan,  Green- 

9.03 

24.75 

24.00 

castle. 

JOHN   W.    ESHELMAN    &  SONS, 

1 

LANCASTER,  PA. 

8427 

Eshelman's  25  Dairy  Feed,   

F.  L.  Coover,  Mechanics- 

8.42 

28.13 

25.00 

burg. 

9120 

Eshelman's  25  Dairy  Peed,  

Paxton    Flour    &  Peed 

8.11  ' 

25.44 

25.00 

Co.,  Progress. 

Average,   

8.26 

26.79 

FARMERS'    COOPERATrVE  CO., 

INC.,  WYSOX,  PA. 

9013 

W.  0.  O.  Dairy  Ration,   

Farmers'  Cooperative 

8.44 

24.19 

24.00 

Co.,  Inc.,  Wysox. 

*No 

t  Registered. 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


a 


o 


% 

5.50 


5.50 


5.50 


5.00 


4.50 


5.0O 


% 
9.30 


9.30 


7.50 


9.04 


8.88 


12.34 


9.81 


% 
10.00 


10.00 


10.00 


10.00 


16.00 


12.00 


5.00 


12.00 


6.00 


9.24 


6.11 


.00 


Certified  Composition. 


Idontiflpfl  by  Mioro- 
scoyical  Examination. 


$ 
2  CO 


3  25 


2  70 


3  CO 


2  74 


1  85 


2  35 


2  50 


2.43 


2  25 


Corn  gluten  feed,  brew- 
ers' dried  grains,  wlieat 
bran,  wiieat  middling, 
cotton.feed  meal,  lin- 
seed oil  meal,  hominy 
feed  and  i  of  1%  salt. 

Corn  gluten  feed,  brew- 
ers' dried  grains,  wheat 
bran,  wheat  middling, 
cottonfeed  meal,  lin- 
seed oil  meal,  hominy 
feed  and  4  of  1%  salt. 

Corn  gluten  feed,  brew- 
ers' dried  grains,  wheat 
bran,  wheat  middling, 
cottonseed  meal,  lin- 
seed oil  meal,  hominy 
feed  and  4  of  1%  salt. 

Corn  gluten  feed,  brew- 
ers' dried  grains,  wheat 
bran,  wheat  middling, 
cottonseed  meal,  lin- 
seed oil  meal,  hominy 
feed  and  J  of  1%  salt. 


Velvet  bean  feed,  cocoa- 
nut  meal,  corn  feed 
meal,  wheat  bran,  al- 
falfa meal,  cottonseed 
meal,  salt. 


Cottonseed  meal,  wheat 
middlings,  wheat  bran, 
beet  pulp,  O.  P.  linseed 
meal,  cocoanut  oil 
meal,  corn  gluten  feed, 
com  gluten  meal,  i  of 
1%  salt. 

Choice  cotton.seed  meal, 
wheat  bran,  wheat 
middlings,  cocoanut 
oil  meal,  con.  gluten 
feed,  corn  gluten  meal, 
old  process  linsc"d 
meal,  dried  beet  pulp, 
i  of  1%  salt. 


Distillers'  drird  grains, 
dried  beet  pulp,  cnrn 
gluten  feed,  linserd 
oil  meal,  cottonseed 
meal,  wheat  bran.- 
hominy  feed,  stan- 
dard middlings,  ground 
oats,  charcoal,  salt. 


As  certified. 


Salt  not  detected, 


As  certified. 


As  certified. 


As  certified. 


9415 


9154 


9329 


9605 


Found  also  small 
amount  ground  grain 
screenings. 


Salt  not  detected. 


8iSl 


8127 


9120 


Distillers'  dried  grains 
not  detected. 


9013 


TABLE  111— ANALYSES  OP  SAMPLES  OF 


t- 

a 

£ 

4 

) 

Protein. 

c 

i 

Cj 

Name  and  Addrpsa  of  Mnnnf nf^t-nrpr 

or  Importer  and  Brand  Name. 

Sampled  Prom 

Moisture. 

Found. 

Guaranteed. 

9C45 

D.    H.    GRANDIN   MILLING  CO., 

JAME.STOWN,   N.  Y 
Grandin's  Milk  Maker, 

Plymoutli  Mill   &  Grain 
Co.,  Plymouth. 

% 

8.80 

% 
20.03 

% 

20.00 

9082 

Grandin'.?  Twin  Six  Dairy  Feed, 

'T.     O.    Harrinp'tnn  r^r\ 

Montrose. 

9. 02 

23.44 

22.00 

.1582 

HALES    &    IinNTER  COMPANY 
CHOCAGO,  ILL.  ' 
Horn  Dairy  Feed, 

Clyde  D.  Duffeo,  Oil  City, 

9.85 

18.00 

20.00 

9326 

ILLINOIS    PEED    Ji-  ELEVATOR 

CO.,  BLOOMINGTON,  ILL 
Homestead  Dairy  Peed, 

.1.  W.  Craft  &  Sons,  Am- 
bler. 

7.83 

24.56 

20.00 

8968 

Homestead  Dairy  Peed 

Payette  Milling    &  Feed 
Co.,  Uniontown. 

9.25 

22.63 

22.00 

9106 

Homestead  Dairy  Peed 

The  Oakdalc  Feed  Mills, 
Oakdale. 

Average,   

8.35 
8.47 

24.69 
23.90  1 

22.00 
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FEEDING  STUE'FS  COLLECTED  IN  1922-Continued. 


Certifled  Composition. 


Identifled  by  Micro- 
scopical Examination. 


5.80 


5.00 


9.65 


12.00 


3.97 


4.00 


2  40 


7.94 


4.70 


5.81 


4.00 


.00 


10.00 


2  40 


.44 


9.00 


10.00 


Linseed    oil   meal,  oot- 
toneseed  meal,  cocoa- 
nut   oil   meal,  wheat 
bran,  wheat  middlings, 
corn  meal,   corn  feed 
meal,  hominy  feed,  oat 
middlings,    beet  pulp 
and  one-half   of  one 
per     cent,     of  salt. 
(Wheat     bran  and 
wheat  middlings  may 
contain  ground  screen- 
ings    not  exceeding 
mill  run). 

Linseed  oil  meal,  cotton 
seed  meal,  coooanut 
oil  meal,  corn  gluten 
feed,  wheat  bran, 
wheat  middlings,  corn 
meal,  corn  feed  meal, 
hominy  feed,  oat  mid- 
dlings, alfalfa  meal 
and  one-half  of  one 
per  cent.  of  salt. 
(Wheat  bran  &  wheat 
middlings  may  contain 
ground  screenings  not 
exceeding  mill  run). 

Corn  feed  meal,  ground 
oats,  ground  barley, 
wheat  bran,  linseed 
oil  meal,  corn  gluten 
feed,  cottonseed  meal, 
distillers'  grains,  cal- 
cium phosphate  and 
salt. 


3  OO 


2  50 


a 

O 


a 


As  certified, 


6.27 


5.00 


6.55 


10.00 


5.59 


7.99 


9645 


As  certified. 


9082 


Salt  not  detccte  d. 


9582 


2  58  I 


Com  gluten  feed,  cotton 
seed  meal,  linseed  meal 
whole  ground  oats 
hominy  feed,  corn 
germ  meal,  wheat 
bran,  wheat  middlings. 

Corn     distillers'  dried 
grains,  prime  cotton- 
seed meal,  linseed  oi' 
meal,  com  gluten  feed, 
wheat  middlings,  com 
feed  meal,  wheat  bran, 
dried  sugar  beet  pulp, 
salt,   calcium  car-bon- 
ate. 

Corn     distillers'  dried 
grains ,     pure  cotton- 
seed meal,  linseed  oil 
meal,  com  gluten  feed, 
wheat  middlings,  corn 
feed  meal,  wheat  bran, 
dried  sugar  beet  pulp, 
salt  and  calcium  car- 
bonate. 


Found    also  brewers 
dried    grains,  malt 
sprouts,   beet  pulp, 
ground  grain  screen- 
ings, small  amount 
of  small  whole  weed 
seeds  and  salt.  _ 
Corn    distillers'  dried 
grains  not  detected. 
Found  also  brewers 
dried    grains  malt 
sprouts     and  oat 
meal    mill  by-pro- 
ducts. 


Found  also  malt 
sprouts  and  screen- 
ings oil  feed  meal. 


9326 


8968 


9166 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


S3 

o 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name 


Sampled  From 


o 


Protein. 


■a 
a 

p 
o 


O 


8738 


Sfi45 


8H03 


8504 


INTERNATIONAL     SUGAR  FEED 

CO.,  MINNEAPOLIS,  MINN. 
♦Thompson's  Best  Diiiry  Peed,   


JAMESTOWN    ELECTRIC  MILLS, 

JAMESTOWN,  N.  T. 
Jem  Rob  Roy  Dairy  Peed,  


KASCO  MILLS,  TOLEDO,  OHIO. 
Beatsall  Milk  Grains,   


Beatsall  Milk  Grains, 


0598 


9510 


KERR     MILLING     CO.,  TITUS- 

VILLE,  PA. 
*Kerco  Dairy  Peed,   


% 

Thompson  &  Glenn,  But-    lo  30 
ler. 


E.  S.  Clark,  Akely, 


L.  W.  Danenhovver,  South' 
ampton. 


West  Side  Peed  Co.,  Erie 


Average, 


CHARLES    A.    KRAUSE  MILLING 

CO.,   MILWAUKEE,  WIS. 
Kramco  Dairy  Rations,   


8576 


8148 


Kramco  Dairy  Rations, 


Kerr  Milling  Co.,  Titus- 
viUe. 


Wm.  Gates  Estate,  Kit- 
tanning. 


9.64 


8.75 


9.11 


8.93 


9.80 


7.72 


% 
25.56 


% 

24.00 


23.31 


23.63 


23.31 


23.47 


19.44 


23.06 


22.00 


22.00 


22.00 


Kramco  Dairy  Rations, 


*Not  Registered. 


A.  L.  Herr  &  Brothers, 
Quarrryville. 


W.  &  H.  Rhoads,  Norris-  8.76 
town. 


8.20 


22.19 


18.00 


20.00 


20.00 


20.56 


20.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


3 

o 


Fiber. 


C3 


o 


3 

o 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


15 


J3 
D 


■n 


% 

5.00 


5.65 


5.33 


5.00 


4.50 


4.50 


7.15 


9.77 


% 
8.50 


9.00 


2  45 


9.46  10.00 


5.36 


5.36 


5.92 


5.00 


4.00 


8.11 


8.78 


5.95 


9.56 


10.00 


.00 


11.00 


2.45 


2  50 


2  25 


2  38 


4.00 


5.02 


4.00 


10.05 


11.00 


2  50 


9.81  I  11.00 


Corn  gluten  feed,  corn 
meal,  old  process  oil 
meal,  cottonseed  meal, 
copra  meal,  wheat 
bran,  wheat  shorts, 
reddog  flour,  salt. 


Cottonseed  meal,  O.  P. 
linseed  oil  meal,  corn 
teed  meal,  gluten  feed, 
wheat  bran,  hominy 
feed,  whole  oats 
ground. 

Wheat  middlings,  wheat 
bran,  linseed  oil  meal, 
corn  gluten  feed,  cot- 
tonseed meal,  hominy 
feed,  i  of  1%  salt, 
beet  pulp. 

Wheat  middlings,  wheat 
bran,  linseed  oil  meal, 
corn  gluten  feed,  cot- 
tonseed meal,  hominy 
feed,  i  of  1%  salt, 
beet  pulp. 


Com  meal,  ground  oats, 
wheat  bran,  wheat 
middlings,  buckwheat, 
oil  meal. 


Badger    hominy  feed, 
beet  pulp,  0.  P.  lin- 
seed  oil  meal,  prime 
cottenseed  meal,  glut- 
en     feed,  distillers' 
grains,  malt  sprouts, 
com  meal,  wheat  mid- 
dlings,    wheat  bran 
with  mill  run  screen- 
ings and  salt. 
Badger     hominy  feed, 
beet  pulp,  0.  P.  lin- 
seed  oil  meal,  prime 
cottenseed  meal,  glut- 
en     feed,  distillers' 
grains,  malt  sprouts, 
corn  meal,  wheat  mid- 
dlings,    wheat  bran 
with  mill  run  screen- 
ings and  salt. 
2  25    Badger     hominy  feed, 
dried  beet  pulp.  O.  P. 
linseed  oil  meal,  cot- 
tonseed meal,  glutten 
feed,  distillers'  grains, 
malt     sprouts,  corn 
meal,  wheat  middlings, 
wheat  bran  with  mill 
ran    screenings,  corn 
feed  meal  and  salt. 


47  00 


Copra  meal  not  de- 
tected. 


Found  also  small 
amount  ground  grain 
screenings. 


8738 


As  certified. 


As  certified. 


8645 


8903 


a594 


Salt  not  detected. 


Malt  sprouts  and  dis- 
tillers' dried  grains 
not  detected. 


959S 


9510 


Old  process  linseed  oil 
meal  not  detected. 


8576 


As  certified, 


8448 


BuL— 376— 6 


i 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

3 

a 


Si 


Name  and  Address  o£  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protein. 


o 


S7S2 


9601 


8373 


3098 


92-12 


&383 


3722 


S750 


Kramco  Dairy  Rations, 


Krause  24  High  Protein  Dairy  Ration, 


Milimor  Fancy  Mixed  Peed,   

Milkmor  Fancy  Mixed  Feed,   

the:    lake.    SHO'RiE  ET.T^ATOR 

CO.,  CLEVELAND,  OHIO. 
Victory  Grains  Dairy  Food,   

Victory  Grains  Dairy  Food,   

LANCASTER  MILL  &  ELEVATOR 

CO.,    LANCASTER,  PA. 
Golden  Rod  Dairy  Peed,   

Golden  Rod  Dairy  Peed,   


George  Walter  &  Sons, 
Butler. 


Average, 


Danville  State  Hospital, 
Danville. 


PetiT.sburg-  Grain,  Fed  & 
Supply  Co.,  Petersburg, 


Sterling  &  Sherwood,  Mes- 
hoppen. 

Average,   


William  H.  Piinlap,  Jr. 
Cannonsburg. 


P.  W.  Hutchison  &  Co. 
New  Castle. 


Average, 


H.    A.    Fishburn,  Pen- 
brook. 


Great  Valley  Mills,  Inc., 
Paoli. 


Average,    10.21  27.35 


% 
9.00 


:.42 
.10 


10.07 


10.80 


10.43 


9. 10 


8.10 


8.63 
9.45 


% 
21.06 


21.72 
24.94 


12.31 


12.75 


12.53 


21.69 


20.75 


21.22 
27.63 


10.97 


27.06 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


a 

3 
O 


3 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


% 
4.48 


% 

4.00 


%  % 
10.20  11.00 


5.10 
6.16 


5.00 


9.90 

9.84 


3.45 


4.00 


3.50 


3.00 


3.34 

3.86 
3.60 
9.97 


10.00 


5.00 


5.00 


2  30 


47  OO 
45  80 


5.60 


3.00 


7.55 


8.76 
7.41 


3.64 


8.64 


4.33 


.02 


2  00 
2  00 
2  30 


2  CO 


2  45 


2  50 


52  00 


51  00 


Badger  hominy  feed, 
beet  pulp,  O.  P.  lin- 
seed oil  meal,  prime 
cottonseed  meal,  glu- 
ten feed,  distillei-s' 
grains,  malt  sprouts, 
com  meal,  wheat  mid- 
dlings, wheat  bran  with 
mill  run  screenings  & 
salt. 


Distillers'  grains  copra 
meal,  gluten  feed,  0. 
P.  linseed  oil  meal, 
malt  sprouts,  cotton- 
seed meal.  Badger  hom- 
iny feed,  wheat  toan, 
wheat  middlings  with 
miU  run  screenings  and 
salt. 

Corn  reddog  flour, 
wheat  bran  with 
ground  screenings  not 
exceeding  mill  run, 
salt. 

Red  dog,  corn  flour, 
wheat  bran  with  mill 
run  screenings  &  salt. 


Cottonseed  meal,  old 
process  oil  meal,  corn 
gluten  feed,  ground 
oats,  ground  barley 
meal,  white  hominy 
meal,  wheat  bran, 
dried  beet  pulp,  one- 
half  of  1%  salt. 

Cottonseed  meal,  old 
process  oil  meal,  corn 
gluten  feed ,  ground 
oats,  ground  barley 
meal,  white  hominy 
meal,  wheat  bran, 
dried  Ijeet  pulp,  one- 
half  of  1%  salt. 


Choice  cottonseed  meal, 
wheat  bran,  wheat 
middlings,  cocoanut 
oil  meal,  com  gluten 
feed,  corn  gluten  meal, 
old  process  linseed 
meal,  dried  beet  pulp 
and  i  of  1%  salt. 

Choice  cottonseed  meal, 
wheat  bran,  wheat 
middlings,  cocoanut 
oil  meal,  com  gluten 
feed,  corn  gluten  meal, 
old  process  linseed 
meal,  dried  beet  pulp 
and  i  of  1%  salt. 


Pound  also  rye  mid- 
dlings. 


Cocoanut  oil  meal 
not  detected.  Pound 
also  brewers'  dried 
grains,  small 
amount  ground  grain 
screenings  and  trace 
of  small  whole  weed 
seed. 


As  certified. 


Salt  not  detected. 


As  certified. 


8732 


9601 


8373 


9242 


Beet  pulp  and  salt 
not  detected.  Pound 
also  small  amount 
ground  grain  screen- 
ings. 


Pound  also  small 
amount  ground  grain 
screenings. 


9383 


8722 


As  certified. 


8750 


S4 

TABLE  III— ANALYSES  OF  SAMPLES  OE 


5 


a 


Name  and  Address  of  Manufacturer 
or  jDiportjr  aud  Br:iud  Name. 


Sampled  Prom 


o 


Protein. 


d 
a 
o 


3 

o 


SS91 


8579 


9036 


8741 


8664 


THE    LARROWE    MILLING  CO., 

DETROIT,  MICH. 
Larro,  The  Ready  Ration  for  Dairy 
Cows. 


Larro,  The  Ready  Ration  for  Dairy 
Cows. 


Larro,  The  Ready  Ration  for  Dairy 
Cows. 


Larro,  The  Ready  Ration  for  Dairy 
Cows. 


Larro,  The  Ready  Ration  for  Dairy 
Cows. 


Larro,  The  Ready  Ration  for  Dairy 
Cows. 


9315    Larro,  The  Ready  Ration  for  Dairy 
Cows. 


9244 


9436 


Larrowe's  Big  6  Six  Complete  Dairy 
Peed. 


J.  H.  LAVERTY'S  SONS,  PRANK- 
LIN,  PA. 
L-M  Dairy  Feed,   


H.  0.  Andrews  &  Sons, 
Maplcton  Depot. 


Christiana  Grain  &  Sup-  9.06 
ply  Co.,  Christiana. 


S.  S.  Detwieler,  Quaker- 
town. 


Johnson   &   Smith,  Wil- 
kmsburg. 


H.   J.   Klingler  &  Co. 
Butler. 


¥rec\  L.   Leinont,  Phila- 
adelphia. 


Prank  C.   Lewis,  Doyles- 
town. 


Average, 


Washington  Milling  Co., 
'  Washington. 


J.    H.    Lavery's  Sons, 
Pranklin. 


% 
8.20 


8.87 


.00 


9.04 


.93 


% 

22.94 


22.44 


21.38 


21.94 


20.75 


21.31 


8.35 


8.77 

9.30 


20.88 


21.66 
23.63 


24.44 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Pat. 

Fiber. 

Pound. 

Guaranteed. 

j 

Pound. 

35 
a 

03 

a 

o 

% 

3.71 


4.05 


3.91 


3.99 


3.90 


3.55 


% 

3.50 


3.50 


4.27 


3.91 
5.60 


3.50 


3.50 


3.50 


3.50 


% 
10.26 


11.87 


12.64 


11.18 


12. 66 


12.06 


% 
14.00 


14.00 


3.50  11.29 


11.70 
7.14 


4.00 


5.69 


4.00 


14.00 


14.00 


14.00 


14.00 


2  50 


2  45 


14.00 


12.00 


2  50 


2  75 


2  40 


2  65 


2  45 


2  53 
2  40 


Certified  Composition. 


9.61 


10.00 


2  45 


Identified  by  Micro- 
scopical Examination. 


X3 

a 

a 


O 


Cottonseed  meal,  corn 
gluten  feed,  0.  P.  lin- 
seed oil  meal,  wheat 
bran  and  wheat  mid- 
dlings, dried  beet  pulp, 
I  of  1%  salt.  Bran  & 
middlings  may  contain 
ground  screenings  not 
exceeding  mill  run. 

Cottonseed  meal,  corn 
gluten  feed,  0.  P.  lin- 
seed oil  meal,  wheat 
bran  and  wheat  mid- 
dlings, dried  beet  pulp, 
I  of  1%  salt.  Bran  & 
middlings  may  contain 
ground  screenings  not 
exceeding  mill  run. 

Cottonseed  meal,  com 
gluten  feed,  O.  P.  lin- 
seed oil  meal,  stan- 
dard wheat  bran, 
standard  wheat  mid- 
dlings, dried  beet  pulp, 
i%  salt. 

Cottonseed  meal,  corn 
gluten  feed,  O.  P.  lin- 
seed oil  meal,  stan- 
dard wheat  bran,  stan- 
dard wheat  middlings, 
dried  beet  pulp,  i  of 
1%  salt. 

Cottonseed  meal,  corn 
gluten  feed,  O.  P.  lin- 
seed oil  meal,  standard 
wheat  bran,  standard 
wheat  middlings,  dried 
beet   pulp,    3    of  1% 
salt. 

Cottonseed   meal,  com 
gluten  feed,  old  proc- 
ess  linseed   oil  meal, 
wheat  bran,  wheat  mid- 
dlings, dried  beet  pulp 
and  3  of  1%  salt.  Bran 
and  middlings  to  con- 
tain ground  screenings 
not  exceeding  mill  rtm. 

Cottonseed  meal,  corn 
gluten  feed,  old  proc- 
ess linseed  oil  meal, 
standard  wheat  bran, 
standard  wheat  mid- 
dlings, dried  beet  pulp, 
S  of  1%  salt. 


Linseed  oil  meal,  entton- 
seed  meal,  corn  gluten 
feed,     hominy  fe-d, 
wheat  bran,  wheat  mid- 
dlings and  'i  of  1%  salt. 
Bran    and  middlings 
may    contain  ground 
screenings  not  exceed- 
ing mill  run. 

Wheat  bran,  wheat  mid- 
dlings, cottonseed 
meal,  oil  meal,  ground 
oats  &  gluten  feed. 


As  certified, 


8391 


As  certified, 


As  certified. 


As  certified. 


As  certified, 


As  certified, 


8891 


9036 


8741 


8664 


As  certified, 


9315 


As  certified, 


9244 


As  certified. 


9436 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


J2 

s 

§ 


J3 

o 


Name  and  Address  of  Manufacturer 
or  importer  and  Brand  Name. 


Sampled  Prom 


9631 


8430 


P470 


8429 


8801 


8810 


9068 


Mcdonald   milling  co.,  Mc- 
donald, PA. 
McDonald  Feed,   

MARITIME    TRADING  CORPORA- 
TION, BUPPALO,  N.  Y. 
Bull  Brand  Dairy  Ration,   

Bull  Brand  Dairy  Ration,   

Hi-Test  Dairy  Peed,   

CP.  MATTHEWS  &  SONS,  INC., 

SCRANTON,  PA. 
Best  Cow  Peed,   

MINER-HILLARD    MILLING  CO., 

WILKES-BARRE,  PA. 
Mihimieo  Dairy  Peed,   

NOWAK  MILLING  CORPORATION. 

BUFFALO,  N.  Y. 
Fidelity  Dairy  Feed,   


McDonald    Milling    Co  , 
McDonald. 


G.    W.    Branitz,  Boiling 
Springs. 


Farmers'  &  Consumers 
Commercial  Union 
Troy. 


Average, 


G.   W.   Branitz,  Boiling 
Springs. 


C.  P.  Matthews    &  Sons, 
Inc.,  Wilkcs-Barre. 


Miner-Hillard  Milling  Co. 
Wilkes-Barro. 


DuBois  Milling  Co.,  Du- 
Bois. 


o 


Protein. 


% 

10.25 


.55 


7.30 


7.92 
7.70 


10.00 


8.22 


8.76 


a 
o 


% 
21.44 


24. OC 


26.94 


25.50 
20.88 


19.56 


19.94 


23.25  20.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


% 

5.00 


4.59 


% 


.00 


5.00 


•a 
a 

3 
O 


6.30 


10.38 


3 

o 


-% 

6.00 


12.00 


.1 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


J3 


2  20 


6.11 


.00 


9.6 


12.00 


2  25 


5.37 


5.38 


5.00 


10.03 


13. 


14.00 


2  23 


2  10 


Corn  feed  meal,  wlieat 
bran,  wheat  middlmgs, 
cottonseed  meal,  oil 
meal,  com  gluten  feed. 


Dried    brewers'  grains, 
dried  malt  grains,  old 
process  oil  meal,  cot- 
tonseed meal,  corn  glu- 
ten feed,  hominy  feed, 
eocoanut  meal,  wheat 
bran,  wheat  middlings, 
ground  barley  &  salt 
2    of    1%    .  (Wheat 
bran  and  wheat  mid- 
dlings    may  contaui 
ground  screenings  not 
exceeding  mill  run) . 


Dried  brewers'  grains, 
dried  malt  grains,  lin- 
seed oil  meal,  cotton- 
seed meal,  corn  gluten 
feed,  hominy  feed,  eo- 
coanut oil  meal,  wheat 
bran,  wheat  middlings 
and  i  of  1%  salt. 
(Wheat  bran  &  wheat 
middlings  may  con- 
tain ground  screenings 
not  exceeding  miU  run) 


Cottonseed  meal,  wheat 
bran,  eocoanut  oil 
meal,  corn  gluten 
feed,  ground  oats,  lin- 
seed oil  meal,  dried 
yeast  grains,  hominy 
feed,  %  of  1%  salt. 
(Wheat  bran  may  con- 
tain mill  run  of 
ground  screenings.) 


5.22 


6.12 


5.00 


5.00 


8.63 


8.88 


.00 


.00 


2  30 


2.40 


4.96 


4.00 


7.56 


12.00 


2  60 


As  certified, 


As  certified. 


Found  also 
sprouts. 


malt 


9631 


8430 


9470 


As  certified. 


Gluten  meal,  corn  meal, 
linseed  oil  meal  and 
wheat  middlings. 


Hominy  feed,  corn  oil 
meal,  buckwheat  mid- 
dling-, wheat  mid- 
dlings, wheat  bran, 
cottonseed  meal,  brew- 
ers' grains,  0.  P.  oil 
meal. 

Cottonseed  meal  corn 
gluten  feed,  linseed  oil 
meal,  wheat  bran,  eo- 
coanut oil  meal, 
wheat  middlings, 
roughage  10%,  corn 
feed  meal,  %  of  1% 
salt,  beet  pnlp- 


As  certified. 


8429 


Found  also  small 
amount  ground  grain 
screenings. 


As  certified. 


8801 


8810 


9068 


88 

TABLE  III— ANALYSES  OF  SAMPLES  OP 


Name  and  Address  of  Manufacturer 
or  Importer  and  l^rand  Mume. 


Sampled  Prom 


o 


Protein. 


•a 

0 

P 

o 


a 
3 
O 


PARK  &  POLLARD  CO.,  BUFFA- 
LO, N.  T. 

Stevens  44  Dairy  Ration,   


Stevens  44  Dairy  Ration, 


Stevens  44  Dairy  Ration, 


PILLSBURT  FLOUR  MILLS  CO. 

MINNEAPOLIS,  MINN. 
Pillsbury  Dairy  Ration,   


Pillsbury  Dairy  Ration, 


Pillsbury  Dairy  Ration, 


J.  M.  Brown  &  Co.,  N. 
S.,  Pittsburgh, 


Monaca  Roller  Mills,  Mo- 
naca. 


W.   &  H.   Rhoads,  Nor- 
ristown. 


Aveiage, 


G.  W.  Brown,  Williams- 
burg. 


Grifnth  Ellis,  Indiana, 


H.   J.   Klingler  &  Co. 
Butler. 


% 
9.25 


8.35 


7.35 


8.31 


.82 


8.20 


9.35 


% 
22.88 


% 

24.00 


2t.8S 


24.00 


24.19 


24.00 


23.98 


19.94 


19.00 


20.75 


20.00 


21.56 


19.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


■a 
a 

3 

o 
Eh 


% 

4.46 


3 
IS 


% 

5.00 


T3 

a 

3 

o 


3 

o 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


Si 


% 

13.40 


6.14 


5.00 


8.92 


% 

14.00 


2  50 


14.00 


2  60 


5.73 


5.00 


10.92 


14.00 


3.44 


4.00 


5.72 


4.0O 


11.08 


9.26 


2  35 


11.00 


2  48 


Oil  meal,  cottonseed 
meal,  wheat  bran 
•n-ith  mill  run  screen- 
ings, corn  gluten  feed, 
cocoanut  oil  meal,  pea 
meal,  brewers'  dried 
grains,  ground  bar- 
ley, wheat  middlings, 
hominy  meal,  buck- 
wheat grits,  corn  feed 
meal,  salt,  malt 
sprouts . 

Oil  meal,  cottonseed 
meal,  wheat  bran 
with  mill  run  screen- 
ings, corn  gluten  feed, 
cocoanut  oil  meal,  pea 
meal,  brewers'  dried 
grains,  ground  bar- 
ley, wheat  middlings, 
hominy  meal,  buck- 
wheat grits,  corn  feed 
meal,  salt,  malt 
sprouts. 

Cottonseed  meal,  wheat 
bran  with  mill  run  of 
screenings,  com  gluten 
feed,  cocoanut  oil 
meal,  pea  meal,  brew- 
ers' dried  grains,  com 
distillers'  dried  grams, 
calcium  carbonate,  se- 
same oil  meal,  corn 
meal,  salt,  old  pro- 
cess linseed  oil  meal. 


2  60 


8.79 


11.00 


5.21 


4.00 


2  25 


11.00 


2  30 


As  certified,    9194 


Ground  oats,  wheat 
bran,  hominy  feed, 
linseed  meal,  com  glu- 
ten feed,  wheat  stand- 
ard middlings,  cotton- 
seed meal  and  mineral 
matter,  calcium  car- 
bonate and  sodium 
chloride. 

Ground  oats,  wheat 
bran,  hominy  feed, 
linseed  meal,  com  glu- 
ten feed,  wheat  stand- 
ard middlings,  cotton- 
seed meal  and  mineral 
matter,  calcium  car- 
bonate and  sodium 
chloride . 

Ground  oats,  wheat 
bran,  hominy  feed, 
linseed  meal,  corn  glu- 
ten feed,  wheat  stand- 
ard middlings,  cotton- 
seed meal  and  mineral 
matter,  calcium  car- 
bonate and  sodium 
chloride. 


As  certified. 


9264 


As  certified. 


S454 


Found  also  small 
amount  ground 
grain  screenings. 


8370 


As  certified. 


9548 


As  certified. 


8744 
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TABLE  III 


—ANALYSES  OF  SAMPLES  OP 


Name  and  Address  of  Mai.ufacturer 
or  Irnporter  and  Brand  Name. 


Pillsbury  Dairy  Ration, 


RIVERSIDE    MILLS,    OIL  CIT^ 
PA. 

*Dairy  Feed,   

THE    SHEETS    ELEVATOR  CO., 

CLEVELAND,  OHIO. 
Reliable  Dairy  Peed,   

SMITH-PARRY  &  CO.,  MILWAU 

KEE,  WIS. 
*Vitex  Dairy  Peed,   

D.  A.  STICKELT,  &  SONS,  HAG- 

EiRSTO'WN.  IVJD. 
Blue  Ridge  Dairy  Ration,   


727    Stickell's  25%  Milk  Ration, 


THOMAS-BOTCE    DIRECT  PEED 

CO.,  INC.,  ATTICA,  N.  Y. 
Scattergood  Dairy  Peed,   


Scattergood  Dairy  Peed, 


Registered. 


Sampled  Prom 


Mitchell  Milling 
Clearfield. 


Co. 


Average,   

Riverside  Mills,  Oil  City, 


M.   L.   McClain  &  Co. 
Tyrone . 


Lakevipw  Milling 
Charnber.sburg. 


Co. 


Columbia    Milling  Co. 
Columbia. 


Cohnnbia    Milling  Co., 
Columbia. 


Pomona      N.      ?,  Ex- 
change, West  Chester. 


J.   E.   Sugort,  Carlisle, 


Average, 


Protein. 


3 


% 

7.80 


8.04 
10.96 

8.93 


7:93 


.80 


.66 


9.65 


.07 


% 
20.94 


% 

20.00 


20.80 
14.19 

26.00 


21.00 


24.19 


22.31 


27.94 


25.00 


25.06 


9.. 30  25.03 


24.00 


21.00 


25.00 


24.00 


24.00 
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rat. 

Fiber. 

'6 

3 
o 
1=1 

a; 
o 

C 
C3 
»-t 
u 
P 
O 

Found . 

•a 

0) 
l- 
-i-> 

6 

Ctrfined  Composition. 


Identified  by  Micro- 
stopieal  Examination. 


% 

5.03 


7o 

4.00 


% 
9.74 


5.46 


4.53 


4.76 


4.00 


9.44 


5.52 


9.00 


5.15 


0.00 


11.47 


% 

11.00 


10.00 


11.00 


2  50 


2  41 


1  90 


2  50 


7.79 


4.50 


11.75  13.00 


6.99 


4.50 


8.46 


10.00 


44  50 


49  00 


5.40 


4  68 


5.00 


5.00 


:04 


.03 


8.74 


.38 


10.00 


10.00 


2  40 


2  30 


Ground  oats,  wheat 
bran,  liom.ny  feed, 
linseed  meal,  corn  glu- 
ten feed,  wheat  stand- 
ard middlings,  cotton- 
seed meal  and  mineral 
matter,  calcium  car- 
bonate and  sodium 
chloride. 


Bran,  corn  meal,  mid- 
dlings, corn  and  oats 
chop. 


Wheat  bran,  wheat  mid- 
dlings, O.  P.  oil  meal, 
brewers'  grains,  corn 
gluten  feed,  corn  meal, 
malt  sprouts,  cotton- 
seed meal,  trace  of 
salt. 


Distillers'  drird  grains, 
brewers'  dried  grains, 
corn  gluten  feed,  homi- 
ny feed,  linseed  oil 
meal,  cottonseed  meal, 
wheat  bran,  corn  oil 
meal,  malt  sprouts 
and  salt. 


Brewers'  grains,  cotton- 
seed meal,  old  process 
linseed  oil  meal,  com 
gluten  feed,  hominy 
feed,  middlings,  wheat 
bran,  oat  meal  mill 
bv-products,  (oat  mid- 
dlings, oat  shorts, 
oat  hulls) ,  calcium 
carbonate,  salt. 

Choice  cottonseed  meal, 
old  process  linseed  oil 
meal,  corn  gluten  feed, 
ground  oats,  ground 
barley,  hominy  feed, 
wheat  bran,  wheat 
middlings,  calcium  car- 
bonate, salt. 


Cottonseed  meal,  linseed 
oil  meal,  hominy  feed, 
wheat  bran,  wheat 
middlings,  gluten,  cal- 
cium phosphate  and 
salt. 

Cottonseed  meal,  linseed 
oil  meal,  hominy  feed, 
wheat  bran,  wheat 
middlings,  gluten,  cal- 
cium phosphate  and 
salt. 


Found 
grain 


also  ground 
screenings. 


As  certified. 


Malt  sprouts 
tected. 


As  certified. 


9058 


not  de- 


Pound  also 
sprouts. 


malt 


9585 


8550 


8474 


As  certified. 


8726 


Pound  also  small 
amount  ground 
grain  screenings. 


As  certified, 


8727 


8677 


8471 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


3 

C 


Protein. 


S 

a 

u 

3 

Ui 

o 

-> 

9387 


THE  UBIKO  MILLING  CO.,  CIN- 
CINNATI, OHIO. 
Pourex  Dairy  Ration,   


8789    Sunbeam  Dairy  Ration, 


84dG 


9135 


Union    Grains,    Biles  Ready  Dairy 
Ration. 


Union    Grains,    Biles  Beady  Dairy 
Ration. 


9567 


Union    Grain    Biles    Ready  Dairy 
Ration. 


9412    Union    Grains    Biles    Ready  Dairy 
Ration. 


P.  Wagner  &  Son,  New 
Castle. 


P.  J.  Oesterling  &  Son, 
Butler. 


Joseph  Burkholdcr,  Hum 
nielstown. 


% 
8.15 


% 
22.13 


8.95  22.44 


8.03 


Jolm   B.    Curry's  Sons, 
Swatara. 


Dillsburg  Grain    &  Mill- 
ing  Co.,  Dillsburg. 


8.18 


8721 


Urion    Grains    Biles    Ready  Dairy 
Ration. 


*Not  Registered. 


Earley  &  Detweiler,  Pal- 
myra. 


24.38 


% 

20.00 


20.00 


24.00 


25.44 


8.91  24.69 


7.92 


24.00 


24.00 


25.13 


H.    A.    Fishburn,    Pen-  9.40 
brook. 


24.00 


25.56 


24.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Identifled  by  Micro- 
scopical ExaiulDation. 


% 

5.18 


i.i 


6.20 


% 

4.00 


3.00 


5.00 


5.39 


.59 


5.41 


.00 


7o 

11.90 


1.60 


% 
12.00 


12,00 


10.00 


2  35 


2  40 


2  50 


7.33 


5.00 


5.00 


6.29 


10.00 


7.91 


8.43 


10.00 


2  50 


2  05 


10.00 


5.00 


7.78 


10.00 


2  .50 


2  50 


Cottonseed  meal,  O.  P. 
linseed  meal,  hominy 
meal,  wheat  bran  and 
middlings,  gluten  feed, 
reground  oat  feed 
(oat  hulls,  oat  shorts, 
oat  middlings)  and 
salt. 

Cottonseed  meal,  0.  P. 
linseed  meal,  com 
gluten  feed,  dried  beet 
pulp,  wheat  bran, 
wheat  middlings, 
hominy  meal,  salt. 

Corn  distillers'  dried 
grains,  choice  cotton- 
seed meal,  old  process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  com  gluten 
feed ,  brewers  dried 
grains,  one-half  per 
cent,    fine    table  salt. 

Corn  distillers'  dried 
grains,  choice  cotton- 
seed meal,  old  process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  com  gluten 
feed,  brewers  dried 
grains,  one-half  per 
cent,    fine    table  salt. 

Corn  distillers'  dried 
grains  choice  cotton- 
seed meal,  old  process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  corn  gluten 
feed,  brewers'  dried 
grains,  one-half  per 
cent,  of  fine  table 
salt. 

Corn  distillers'  dried 
grains  choice  cotton- 
seed meal,  old  process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  corn  gluten 
feed,  brewers'  dried 
grains,  one-half  per 
cent,  of  fine  table 
salt. 

Corn  distillers'  dried 
grains,  choice  cotton- 
seed meal,  old  process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  corn  gluten 
feed ,  brewers'  dried 
grains,  one-half  per 
cent,  of  fine  table 
salt. 


As  certified. 


As  certified, 


Pound     also  malt 
sprouts. 


9387 


8769 


8446 


Corn  distillers'    dried  9135 
grains  not  detected. 


As  certified, 


9567 


Corn  distillers'  grains 
not  detected.  Found 
also  malt  sprouts. 


As  certified. 


9412 


872] 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


a 

9 

a 


1 

O 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  Prom 


Protein. 


■a 

3 
O 


3 


9173 


9044 


8919 


9027 


Union    Grains    Biles    Ready  Dairy 
Ration. 


Union    Grains  Biles 
Ration. 


Ready  Dairy 


C.  Kellner  &  Son,  N. 
Pittsburgh. 


R.    S.    McOague,  Ltd. 
Pittsburgh. 


Union   Grains    Biles    Ready  Dairy 
Ration. 


9002 


9.373 


FLOYD    V.4.NDERV0RT,  LACEY- 

VILLE,  PA. 
Vandervort's     Dairy     Ration  for 
Heavy  Milk  Production. 


WALDO  BROTHERS,  WYSOX,  PA. 
Walbro  Dairy  Ration,   


McParland    Supply  Co., 
Greensburg. 


Average, 


Floyd  Vandervort, 
eeyville. 


La- 


WESTERN  GRAIN  PRODUCTS  CO. 

HAMMOND,  IND. 
Calumet  Dairy  Peed,   


Waldo  Brothers,  Wysox, 


% 


.55 


8.78 


.30 


% 
25.44 


% 

24.00 


24.63 


24.00 


25.75 


24.00 


8.50 


9.88 


25.14 


34.  OC 


George  Ifft  &  Sons, 
ans  City. 


Ev- 


9.30 


9.30 


23.00 


25.44 


20.38 


21.00 


20.  CO 
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EBDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


d 

3 
O 


% 

5.82 


6 


a 
CD 


.Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


% 

5.00 


% 
6.79 


5.51 


5.00 


10.00 


8.83  10.00 


5.40 


5.00 


$ 
2  SO 


2  75 


7.55  •  10.00 


5.70 


4.79 


4.00 


8.13 


9.07 


11.00 


2  40 


Corn  distillers'  dried 
grains,  choice  cotton- 
seed meal,  old  process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  corn  gluten 
feed,  brewers'  dried 
grains,  one-half  per 
cent,  of  fine  table 
salt. 

Corn  distillers'  dried 
grains,  choict-  couun- 
seed  meal,  old' process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  corn  gluten 
feed,  brewers'  dried 
one-half  per 
of    fine  table 


As  certified, 


2  58 


2  10 


5.25 


4.00 


;.49 


3.42 


4.00 


10. .39 


9.00 


2  35 


13.50 


2  35 


grams, 
cent, 
salt. 


Corn  distillers'  dried 
grains,  clioiee  cotton- 
seed meal,  old  process 
linseed  meal,  white 
wheat  middlings,  win- 
ter wheat  bran,  homi- 
ny meal,  corn  germ 
meal,  corn  gluten 
feed,  brewers'  dried 
grains,  one-half  per 
cent,  of  fine  table 
salt. 


Corn  meal,  ground  oats, 
wheat  bran,  wheat 
middlings,  linseed  oil 
meal,  cottonseed  meal, 
gluten  feed  and  one- 
half  of  one  per  cent, 
salt. 


Corn  gluten  feed,  cot- 
tonseed meal,  beet 
pulp,  corn  meal,  wheat 
bran  and  wheat  midds 
with  screenings  not  ex- 
ceeding miU  run  and 
Vz  of  1%  salt. 


Cottonseed  meal,  old 
process  linseed  oil 
meal,  barley  malt 
sprouts,  corn  gluten 
feed,  wheat  bran  with 
mill  run  screenings, 
ground  corn,  ground 
recleaned  wheat  screen- 
ings, ground  oat  meal 
mill  by-products,  alfal- 
fa meal  and  salt. 


Corn  distillers'  grains 
not  detected. 


9173 


As  certified. 


9044 


As  certified. 


9027 


As  certified. 


9002 


Salt  not  detected,  .- 


9373 


96 

^ABLE  III— ANALYSES 


OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  jName. 


Sampled  Fro-m 


Protela. 


-a 

a 


o 


8546 


88G0 


9248 


WOLGEMUTH   &   SON,  PLORIN, 
PA. 

W.   &  S.  Dairy  Peed,   


PBOPRIETART    DAIRY  PEED 
WITH  MOLASSES. 

AMERICAN  DEALERS  TRADING 
CORPORATION,  HUNTINGDON, 
PA. 

Gumbo  Dairy  Peed,   


AMERICAN  MILLING  COMPANY, 

PEORIA,  ILL. 
Sucrene  Dairy  Peed,   


8685    Sucrene  Dairy  Peed, 


9177 


9532 


Wolgemutli 
Plorin. 


&  Son, 


J.    E.  Crisman, 
Pork. 


Soutti 


Parmers'  Milling  Corpor- 
ation, WasJiington. 


Joseph  Pinney,  Holland,  7.04 


Sucrene  Dairy  Peed, 


Sucrene  Dairy  Peed, 


I.   B.   Grayhill,  Refton, 


Robert  Jamieson  &  Son, 
Prtdonia. 


% 

9.01 


11.25 


14.62 


11.05 


12.01 


% 
20.25 


20.18 


18,55 


18.01 


17.69 


18.10 


22.00 


07 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


a 
o 


3 


Fiber. 


o 


Certifled  Composition. 


Identiflcd  by  Miero- 
stopical  Examination. 


%  ■ 
4.80 


3.50 


.5.31 


4.00 


4.55 


3.50 


3.5S 


3.50 


% 
9.85 


.42 


10.55 


10. 


% 
12.00 


12.00 


12.00 


43  00 


2  30 


10.00 


.05 


3.50 


12.14 


I!.  45 


3.50 


10  29 


10.00 


2  00 


1  S5 


1  45 


12.00 


1  CO 


Bnl.— 376— 7 


Cottonseed  meal,  0.  P. 
oil  meal,  gluten  feed, 
bran,  dried  beet  pulp, 
middlings,  alfalfa 
meal  and  salt. 


Corn  distilltrs'  dried 
grains,  prime  cotton- 
t^eed  meal,  linseed  oil 
meal,  prime  p:.'anut 
oil  meal,  cocoanut  oil 
meal,  corn  gluten  feed, 
wheat  bran,  (may  con- 
tain mill  run  of  screen- 
ings), corn  feed  meal, 
clipped  oat  by-product, 
molasses,  calcium  car- 
bonate  and  salt. 

Prime  cottonseed  meal, 
com  distillers'  dried 
grains,  linseed  oil 
meal,  cocoanut  oil 
meal,  corn  gluten 
feed,  wbeat  bran,  corn 
feed  meal,  ground  and 
bolted  grain  screen- 
ings, clipped  oat  by- 
product, molasses, 
salt  and  calcium  car- 
bon ate. 

Prime  cottonseed  meal, 
corn  distillers'  dried 
grains,  linseed  oil 
meal,  cocoanut  oil 
meal,  corn  gluten 
feed,  wheat  bran,  corn 
feed  meal,  ground  and 
bolted  grain  screen- 
ings, clipped  oat  by- 
product, molasses, 
salt  and  calcium  car- 
bonate. 

Prime  cottonseed  meal, 
corn  distill'TS'  dried 
grains,  linseed  oil 
meal,  cocoanut  oil 
meal,  corn  gluten 
feed,  wheat  bran,  corn 
feed  meal,  ground  and 
bolted  grain  screen- 
ings, clipped  oat  by- 
product, molasses, 
salt  and  calcium  car- 
bonste. 

Prime  cottonseed  meal , 
com  distill'rS'  dried 
grains,  linseed  oil 
meal,  cocoanut  O'l 
meal,  corn  gluten 
feed,  wheat  bran,  corn 
feed  meal,  ground  and 
bolted  grain  screen- 
ings, clipped  oat  by- 
product, mola.sscs, 
salt  and  calcium  car- 
bonate. 


.\s  certified, 
5? 


Found  also  malt 
sprouts,  brewers' 
dried  grains  and 
screenings  oil  cake 
meal. 


Linseed  oil  meal  and 
cocoanut  oil  meal 
not  detected.  Found 
also  palm  kernel  oil 
meal,  malt  sprouts 
and  small  amount 
small  whole  weed 
seeds . 


Corn  distillers'  grains 
not  detected.  Found 
also  small  amount 
small  whole  weed 
seeds . 


Corn  gluten  feed,  lin- 
seed oil  meal  and 
salt  not  detected. 
Pound  also  small 
amount  small  whole 
weed  seeds. 


Corn  distillers' 
and  salt  not 
ed.  Found 
b  r  e  w  e  r  s' 
grains. 


grams 
detcct- 
a  1  s  o 
dried 


9S 

TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

a 


o 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Karapled  From 


Protein. 


■J 
C5 


S630 


Sucrene  Dairy  I"eed, 


9341 


ABCADY   FARMS    MIL7.ING  CO. 

CHICAGO,  ILL. 
Arcady  Dairy  Eeed,   


9051    Aready  Dairy  Teed, 


597 


Arcady  Dairy  Feed, 


Arcady  Dairy  Peed, 


Woodward   &   Co.,  Up- 
per Darby. 


Average, 


Braddock  Feed    &  Sup- 
ply Co.,  Braddock. 


C.   J.  Cleland, 
Pittsburgh . 


E.  E., 


% 

9. S3 


10.81 


11.40 


% 

16.25 


17.72 


18.47 


7<j 

16.50 


12.39 


Johnstown   Milling    Co.,  7.95 
Johnstown . 


10.49 


16.00 


le.oo 


18.50 


16.00 


Nickel  Plato  Flour  Mills,  14.43 
.  Erie. 


Average, 


11.54 


16.61 


17.52 


16.00 
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rat. 


Fiber. 


3 
O 


3 

o 


Certified  Composition. 


Identified  by  Micro- 
.*copi'..';il  E.xainination. 


% 

4.04 


% 

3.50 


% 

10.26 


4.53 


5.08 


3.50 


lO.S 


11.46 


5.16 


3.50 


12.40 


5.48 


3.50 


12.26 


% 

12.00 


13.50 


13.00 


2  00 


1  78 


1  75 


1  00 


12.00 


4.54 


3.50 


10.94 


5.07 


11.76 


12.00 


2  00 


1  60 


1  81 


Prime  cottonseed  meal , 
com  distillers'  dried 
grains,  linseed  oil 
meal,  coeoanut  oil 
meal,  corn  gluten 
feed,  wheat  bran,  corn 
feed  meal,  ground  and 
bolted  grain  screen- 
ings, clipped  oat  by- 
product, molasses, 
salt  and  calcium  car- 
bonate. 


Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run,  O.  P. 
linseed  oil  meal,  corn 
gluten  feed,  cleaned 
ground  and  bolted 
wheat  screenings, 
ground  and  bolted 
clipped  oat  by-product, 
cottonseed  meal,  mo- 
lasses and  %  of  1% 
salt. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run,  O.  P. 
linseed  oil  meal,  corn 
gluten  feed,  cleaned 
ground  and  bolted 
wheat  screenings, 
ground  and  bolted 
clipped  oat  by-product, 
cottonseed  meal,  mo- 
lasses and  Vz  of  1% 
salt. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run,  0.  P. 
linseed  oil  meal,  corn 
gluten  feed,  cleaned 
ground  and  bolted 
wheat  screenings, 
ground  and  bolted 
clipped  oat  by-product, 
cottonseed  meal,  mo- 
lasses and  Vs  of  1% 
salt. 

Wheat  bran  with  ground 
screenings  not  exceed- 
ing mill  run,  O.  P. 
linseed  oil  meal,  corn 
gluten  feed,  cleaned 
ground  and  bolted 
wheat  screenings, 
ground  and  bolted 
clipped  oat  by-product, 
cottonseed  meal,  mo- 
lasses and  %  of  1% 
salt. 


Pound  also  brewers' 
dried  grains,  malt 
sprouts  and  small 
amount  small  whole 
weed  seeds. 


Salt  not  detected, 


8630 


9341 


Pound  also  small 
amount  small  whole 
weed  seeds . 


9051 


Found  also  small 
amount  small  whole 
weed  seeds . 


8828 


Found  also  small 
amount  small  whole 
weed  seeds. 


8597 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


ISIainc  and  Address  of  Manufacturer 
or  lnjponi;r  and  Brand  iNi-uie. 


8693 


Sampled  From 


Protein. 


8820 


8852 


9069 


Arco  Milk  Ration, 


Milkers  Ready  Ration, 


Milkers  Ready  Ration, 


Milkers  Ready  Ration, 


BeckerstafE 
V/oodlawn. 


Todd, 


G.  Bostert 
-Johnstown. 


&  Sons, 


Cupp  Grocery  Co.,  Som- 
erset. 


DuBois  Milling  Co.,  Du- 
Bois. 


% 

11.47 


11.09 


12.75 


12.72 


% 
21.85 


22.63 


21.44 


21.86 


fi029 


Milkers  Ready  Ration, 


Pimxsutawney  Mills, 
Punxsutawney . 


Average,    12.13  22.44 


11. £ 


% 

20.  CO 


22.00 


22.00 


22.00 


23.81 


22.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


-a 
o 


•a 


3 

o 


Fiber. 


3 


3 


Certified  Composition. 


Identified  bsv  Micro- 
scopical Examination. 


% 

5,12 


% 

4.00 


% 
9.40 


% 
12.00 


5.36 


4.00 


9.06 


11.00 


4.97 


4.00 


7.99 


10.00 


5.16 


4.00 


8.5S 


11.00 


5.14 


4.00 


8,08 


11.00 


5.16  ■_ 


8.57 


2  25 


2  40 


2  60 


2  40 


3  41 


Old  process  linseed  oil 
meal,  cottonseed  meal, 
wheat  bran,  wheat 
middlings,  coris  oil 
cake  meal,  corn  glu- 
ten feed,  cleaned 
ground  and  bolted 
grain  screenings,  clip- 
ped oat  by-products, 
molasses  and  salt. 

Corn  gluten  feed,  wheat 
middlings  and  wli^ar 
bran  with  ground 
screenings  not  exceed- 
ing mill  run,  O.  P.' 
linseed  oil  meal,  corn 
oil  cake  meal,  corn 
feed  meal,  cleaned 
ground  and  bolted 
wheat  screenings, 
ground  and  bolted 
clipped  oat  by-prod- 
uct, cottonseed  meal, 
molasses,  h  of  1% 
salt. 

Com  gluten  feed,  wheat 
middlings  and  wheat, 
bran  with  ground 
screenings  not  exceed- 
ing mill  run,  0.  P. 
linseed  oil  meal,  coi'n 
oil  cake  meal,  corn 
feed  meal,  cleaned 
gi'ound  and  bolted 
wheat  screenings', 
ground  and  bolted 
clipped  oat  by-prod- 
uct, cottonseed  meal, 
molasses,  h  of  1% 
salt. 

Corn  gluten  feed,  wheat 
middlings  and  wheat 
bran  with  ground 
screenings  not  exceed- 
ing mill  run,  0.  P. 
linseed  oil  meal,  corn 
oil  cake  meal,  corn 
feed  meal,  cleaned 
ground  and  bolted 
wheat  screenings, 
ground  and  bolted 
clipped  oat  by-prod- 
uct, cottonseed  meal, 
molasses,  I  of  l% 
salt. 

Corn  gluten  feed,  wheat 
middlings  and  wheat 
bran  with  ground 
screenings  not  exceed- 
ing mill  run,  0.  P. 
linseed  oil  meal,  corn 
oil  cake  meal,  corn 
feed  meal,  cleaned 
ground  and  bolted 
wheat  screenings, 
ground  and  bolted 
clipped  oat  by-prod- 
uct, cottonseed  meal, 
molasses,  |  of  1% 
salt. 


Corn  oil  cake  meal 
not  detected.  Pound 
also  small  amount 
small  whole  weed 
seeds. 


Found  also  small 
amount  small  whole 
weed  seeds. 


Salt  not  detected. 
Found  also  small 
amount  small  whole 
weed  seeds. 


Salt  not  detected. 


As  certified. 


8820 


8852 


9069 


8929 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

a 


J3 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Jiame. 


Sampled  prom 


o 


Protein. 


y 

+^ 

a 

-a 

33 

o 

6 

S5827 


Riverdale  Dairy  Rations,    Johnstown  Milling  Co. 

Johnstown. 


9119 


9319 


8470 


8500 


S712 


BLANK      &     GOTT-^HALL  CO. 

INC..    SUNBUBY,  PA. 
B.  &  G.  Dairy  Pood,   


CLOVER    LEAP    MILLIiStG  CO. 

BUFFALO .  N.  T. 
Clover  Leaf  Mills  Dairy  Peed,   


Master  Grain  Ration, 


Master  Grain  Ration, 


Master  Grain  Ration, 


9357 


THE    CORNO    MILLS    CO.,  ST. 

LOUIS,  MO. 
Corno  Sweet  Dairy  Peea, 


Blank  &  Gottshall  Co. 
Inc.,  Suubury. 


Frank  C.  Lewis,  DoyloE 
town. 


William  B.  Branitz,  Car- 
lisle. 


Dnncannon  Flouring 
Mills  Co.,  Dnncannon. 


The      Goldsboro  Pure 
Feed   Co.,  Etters. 


Average, 


A.   W.   Garvin,  N.  S. 
Pittsburgh. 


% 
9.75 


9.12 


10.51 


11.04 


10.61 


% 
24.06 


20.63 


19.09 


23.94 


23.37 


11.37  23.11 


11.00 


10.96 


23.47 


24.48 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


t3 

a 


3 


a 

3 

o 


3 


Certified  Composition. 


IdcEtifled  by  Micro- 
scopical Examination. 


£1 

O 


% 

4.89 


.00 


% 
7.38 


4.08 


5.00 


9.91 


% 

10.00 


10.00 


2  65 


2.10 


4.22 


4.00 


10.54 


5.23 


5.00 


8.24 


12.00 


10.00 


5.12 


5.00 


8.58 


4.79 


5.00 


7.86 


5.05 


4.50 


8.22 


4.00 


1  00 


2  30 


10.00 


10.00 


2  45 


2  50 


9.22  12.00 


2.42 


2  50 


Cottonseed  meal,  wheat 
bran  and  wheat  mid- 
dlings with  ground 
screenings  not  exceed- 
ing mill  run,  O.  P. 
linseed  oil  meal,  corn 
teed  meal,  corn  oil 
cake  meal,  corn  glu- 
ten feed,  dried  grains 
from  malt,  barley, 
corn,  i  of  1%  salt, 
molasses. 


Corn  bran,  wheat  bran, 
dried  brewers'  grains, 
buckwheat  middlings, 
gluten  feed,  alfalfa, 
molasses,  linseed  meal, 
cottonseed  feed  and  A 
of  1%  salt. 

Cottonseed  meal,  pure 
0.  P.  linseed  meal, 
corn  gluten  feed,  co- 
coanut  oil  meal, 
cleaned  ground  and 
bolted  grain  screen- 
ings, ground  and  bolt- 
ed clipped  oat  by- 
product, molasses  and 
-1  of  1%  fine  table 
salt. 

Cottonseed  meal,  corn 
gluten  feed,  linseed 
meal,  old  proeess,  cn- 
coanut  oil  meal,  old 
process,  wheat  bran, 
wheat  middlings,  dried 
grains  from  barley 
malt  and  corn,  mo- 
lasses and  i  of  1% 
fine  table  salt. 

Cottonseed  meal,  corn 
gluten  feed,  linseed 
meal,  old  process,  co- 
coanut  oil  meal,  old 
process,  wheat  bran, 
wheat  middlings,  dried 
grains  from  barley 
malt  and  corn,  mo- 
lasses and  i  of  1% 
fine  table  salt. 

Cottonseed  meal,  corn 
gluten  feed,  linseed 
meal,  old  process,  eo- 
coanut  oil  meal,  old 
process,  wheat  bran, 
wheat  middlings,  dried 
grains  from  barley 
malt  and  corn,  mo- 
lasses and  J  of  1% 
fine  table  salt. 


Wheat  bran,  cotton- 
seed meal,  linseed 
meal,  gluten  feed,  al- 
falfa meal,  molasses, 
hominy  feed  and  1% 
salt. 


As  certified. 


Found  also  malt 
sprouts,  beet  pulp, 
crushed  oats  and 
small  amount 
ground  grain  screen- 
ings. 


Found  also  small 
amount  small  whole 
weed  seeds. 


8827 


9119 


Found  also  small 
amount,  ground 
gram  screenings. 


As  certified. 


9319 


8470 


8500 


As  certified. 


8712 


Salt  not  detected. 


9357- 


I 


104 

TABLE  III— ANALYSES  OF  SAMPLES  OF 


.a 

a 

a 


S 
s 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protein. 


0289 


8037 


0571 


8543 


S541 


0572 


DIXIE    MILLS    COMPANY,  EAST 

ST.    LOUIS,  ILL. 
Dixie  Cow  Peed,   

Dixie  Cow  Peed,   

JOHN  W.    ESHELMAN   &  SONS, 

LANCASTER,  PA. 
Eshelman's  15  Dairy  Peed,   

Eslielman's  15  Dairy  Peed,   

Eshelman's  16i  Dairy  Peed,   

Eshelman's  16S  Dairy  Peed,   


A.  O.  Godshall  &  Co. 
Inc.,  Lansdale. 


Kane     Wholesale  Co. 
Kane. 


Average, 


The  Cook  Grain,  Peed 
&  Supply  Co.,  Dills- 
burg. 


% 

11.56 


13.07 


11.81 


10.58 


% 
25.05 


24.96 


25.01 


20.26 


Wolgemuth      &  Son, 
Florin. 


Average, 


S.     C.     Brinser's  Sons, 
Middletown. 


The  Cook  Grain,  Peed 
&  Supply  Co.,  Dills- 
burg. 


Average,    11.69  17.35 


12.21 


11.39 


12.12 


11.27 


18.85 


19.61 


18.27 


1G.42 
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FEEDING  STUFFS  COLLECTED  IX  1922— ContiiuKHl. 


rat. 


Fiber. 


Certfacd  Cor.  position.       Identifleil  by  iJicro- 
scGpical  E.NiajjinatiOn. 


% 

4.3S 


5.15 


% 

4.50 


S.74 


4.50  10.29 


4.77 


5.06 


9.51 


% 

1.?.50 


13.50 


2  50 


2  50 


3.00       8.16      10.00  I     1  75 


4.53 


4.t-0 
3.75 


4.00 


6.88 


10. 00 


Cottonseed  meal,  mo- 
lasses, corn  gluten 
feed,  ground  alfalfa, 
hominy  feed,  old  pro- 
cess linseed  oil  meal 
and  1%  salt. 

Cottonseed  meal,  brew- 
ers' dried  grains,  mo- 
lasses, ground  alfal- 
fa, 1%  salt,  corn  glu- 
ten feed. 


3.50 


7.57  '   34  00 


7.73  10.00 


1  70 


4.54 


3.50 


8.78 


4.15 


8.25 


10.00 


1  95 


Cocoanut  oil  meal,  cane 
molasses,  corn  gluten 
feed,  cottonseed  meal, 
old  process  linseed 
meal,  oat  meal  mill 
by-product,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  reground 
grain  screenings  and  h 
of  1%  salt. 

Cottonseed-  meal,-  old 
process  linseed  and 
rapeseed  meal,  cane 
molasses,  oatmeal  mill 
by-products,  reground 
grain  screenings  and 
1-  of  1%  salt. 


Cottonseed  meal,  old 
process  linseed  and 
rapeseed  meal,  cane 
molasses,  -wheat  bran, 
cocoanut  oil  meal, 
wheat  middlings,  corp 
gluten  feed,  oat  meal 
miU  by-product,  re- 
ground grain  screen- 
ings, alfalfa  meal  and 
i  of  1%  salt. 

Cottonseed  meal,  cane 
molasses,  wheat  bran, 
cocoanut  oil  meal, 
wheat  middlings,  corn 
gluten  feed,  old  pro- 
cess linseed  meal,  oat 
meal  mill  by-product, 
(oat  middliDgs,  oat 
hulls,  oat  .shorts"),  re- 
ground grain  screen- 
ings, alfalfa  meal,  J 
of  1%  salt. 


As  certified,   <  92S!- 


8637 


9571 


Brewers'  dried  grains 
not  detected.  I'ound 
also  unscreened  flax- 
seed oil  feed,  corn 
oil  cake  meal,  corn 
feed  meal,  hominy 
feed,  ground  Kaffir 
corn  and  ground 
grain  screenings. 


Linseed  and  cocoanut 
oil  meals  not  detect- 
ed. Found  also 
small  amount  smali 
whole    weed    seeds . 


Linseed  oil  meal  and 
rapeseed  meal  not 
detected.  Found  in- 
stead mustard  oil 
cake  meal  as  an 
adulterant. 


Linseed  oil  meal  and 
rapeseed  meal  not 
detected.  Found  in- 
stead mustard  oil 
cake  meal  as  an 
adulterant. 


Cocoanut  oil  meal  not  9.572 
detected.  Pound  al- 
so screenings  oil 
feed  meal  and  trace 
small  whole  weed 
seeds. 


8543 


8541 
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TABLE  III— ANALYSES  OF  SxiMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protein. 


0 


O 


Eshclman's  20  Dairy  Feed, 


Eshelman's  20  Dairy  Pei'd, 


Eshelman's  20  Dairy  Eccd, 


Eshelman's  20  Dairy  Peed, 


H-0    CEREAL    COMPANY,  INC. 

BUFFALO,   N.  Y. 
H-0  Read  The  Tag  Dairy  Feed,  . 


INTERNATIONAL     RT-fiAR  FEED 
CO.,    MINNEAPOLIS,  MINN 
S374    Climax  Dairy   Peed,  ...  


International  Minnesota  Dairy  Feed, 


International    Ready  Ration  Dairy 
Feed. 


Christiana  Grain  &  Sup- 
ply Co.,  Christiana. 


Dillsburg-  Grain  &  Milling- 
Co.,  Dlilsburg. 


l':ixton    Flour    &  Feed 
Co.,  Progress. 


V\ood\v;u-d  &  Co.,  Phila- 
delphia. 


Average,    10.02 


:!lvde  D.  Duffee,  Oil 
City. 


Oharl"s  E.  Hoovir,  Mar- 
klesburg. 


Tlio)iipson  &  Glenn,  But- 
Vr. 

,\'ir-n     Hardware  Co., 
MeDonald. 


% 

!).50 


9.56 


12. 3i 


8.71 


11.25 


10.  .56 


12.43 
10.93 


% 
23.31 


23.  le 


22.76 


22.06 


22.82 


21.98 


12.89 


13.81 
18.56 
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Par. 


Fiber. 


a 

3 
o 

Pi 


% 

4.04 


p 
C3 


a 

3 

o 


% 

4.00 


% 

7.61 


4.40 


4.00 


7.94 


3.57 


4.00 


.58 


4.54 


4.00 


7.15 


4.14 


5.00 


7.82 


8.52 


% 
12.00 


42  00 


12. 


12.00 


12.00 


9.50 


ii.47 


6.35 
6.37 


4.00 


4.00 
5.00 


11.: 


11.65 
10.04 


13.50 


15.00 
11. OO 


2  20 


2  10 


2  25 


43  25 


2  85 


1  75 

1  50 

2  30 


Certified  Coiupositlon, 


Identifled  by  Micro- 
scopical Examinntiou. 


a 

3 

a 


Cottonseed  meal,  wheat 
bran,  old  process  lin- 
seed and  rapeseed 
meal,  cane  molasses, 
wheat  middlings,  co- 
coanut  oil  meal,  corn 
gluten  meal,  corn  glu- 
ten feed,  reground 
grain  screenings,  al- 
falfa meal  and  4  of 
1%  salt. 

Wheat  bran,  cottonseed 
meal,  com  gluten  feed 
peanut  oil  meal,  cane 
molasses,  soybean 
meal,  corn  gluten 
meal,  wheat  mid- 
dlings, old  process  oil 
meal,  reground  tjrsiu 
screenings,  alfalfa 
meal  and  i  of  1% 
salt. 

Cottonseed  meal,  wheat 
bran,  cane  raolasses, 
wheat  niiddlings,  co- 
coanut  oil  meal,  corn 
gluten  feed,  corn  glu- 
ten meal,  old  process 
linseed  meal,  reground 
grain  screenings,  al- 
falfa meal,  of  1% 
salt. 

Cottonseed  meal,  wheat 
bran,  old  process  lin- 
seed and  rapeseed 
meal,  cane  molasses, 
wheat  middlings,  co- 
co anut  oil  meal,  corn 
gluten  meal,  corn  glu- 
ten feed,  reground 
grain  screenings,  al- 
falfa meal  and  I  of 
1%  salt. 


Cottonseed  meal,  corn 
gluten  feed,  linseed 
oil  meal,  corfi  meal, 
hominy  feed,  ground 
barley,  wheat  midds 
(with  mill  run  screen- 
ings), molasses,  salt 
i  of  1%,  oat  hull^ 
and  oat  .sl^orts  not 
over  225  lbs.  per  ton. 


Cottonseed  meal,  mo- 
lasses, grovmd  clipped 
oat  b  y-p  r  o  d  u  c  t, 
cleaned  ground  grain 
screenings  and  salt. 

Ground  cleaned  grain 
screenings,  molasses 
and  salt. 

O.  P.  oil  meal,  cotton- 
seed meal,  corn  gluten 
feed,  wheat  bran,  mo- 
lasses, ground  clipped 
oat  b  y-p  r  o  d  u  c  t, 
ground  cleaned  grain 
screenings,  salt. 


Old  process  linseed 
and  rapeseed  meal 
not  detected.  Pound 
instead  mustard  oil 
cake  meal  as  an 
adulterant. 


Oil  meal  identified  as 
linseed  oil  meal. 
Pound  also  trace  of 
small  whole  weed 
seeds. 


As  certified, 


Linseed  oil  meal  and 
rapeseed  meal  not 
detected.  Pound  in- 
stead mustard  oil 
cake  meal  as  an 
adulterant. 


9568 


9122 


8487 


As  certified. 


9583 


Largely  ground  grain 
.=creenings  and  oat 
hulls.  Pound  also 
small  amount  small 
whole  weed  seeds. 

Pound  also  small 
amount  small  whole 
weed  seeds. 

Largely  ground  grain 
screi'nings  and  oat 
hulls .  Foimd  also 
small  amount  small 
whole  weed  seeds. 


8374 


8736 
9633 
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TABLE  III— ANALYSES  OP  SAMPLES  OF 


o 


Name  and  Adrirefs  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


o 


Protein. 


a 

O 


P 

O 


8591 


8V79 


9484 


International    Ready    Ration  Dairy 
Peed. 


International  Special  Dairy  Feed,-.. 


International  Special  Dairy  Peed, 


Erie    Milling    &  Supply 
Co.,  Erie. 


Average, 


8461    International  Special  Dairy  Peed,... 


8577 


9010 


8585 


9207 


CHARLES    A.    KRAFSE  MILLING 

CO.,  MILWAUKEE,  WIS. 
Badger  16J  Sweet  Dairy  Peed,   

*Bingo  Dairy  Peed,     

LAJSfOASTER  MILL  &  ELEVATOR 

CO.,    LANCASTER,  PA. 
Conestoga  Dairy  Peed,   

Conestoga  Dairy  Peed,   


H,   P.    Gelbach,  Evans 
City. 


H.     Rockwell    &  Son, 
Canton. 


Simpson  Brothers,  Nor- 
ristown. 


Average, 


% 

12.99 


11.96 
13.84 


11.14 


8.34 


11.10 


A.  L.  Hcrr  &  Brothers,  11.78 
Quarry  ville. 


F  a  r  m  e  r  s'  Cooperative 
Co.,   Inc.,  Wysox. 


Joseph  Walter    &  Sons 
Co.,  Gap. 


Walton  Brothers,  Phila- 
delphia. 


% 
20.26 


19.41 
15.25 


16.28 


16.06 


15.86 


18.70 


% 

20.00 


9.39 


14.16 


14.20 


14.75 


17.18 


15.00 


16.00 


15.00 


16.50 


12.00 


16.50 


19.05 


16.50 


-*Not 


Registered. 
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Pat. 


13 

a 

3 

o 


.a 

3 
C5 


Fiber. 


a 
a 

o 


A 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


.27 


5.82 
4.47 


6.27 


4.74 


5.16 


4.16 


4.^)4 


3.76 


% 

% 

5.0O 

10. 4S 

10.26 

.  uu 

10.33 

4.50 

11.77 

4.50 

12.52 

11.54 

3.50 

11.90 

3.00 

14.16 

3.50 

0.03 

3.50 

1 

10.02 

% 

11.50 


12.00 


12.00 


18.00 


15.00 


10.00 


1  90 


2  10 

1  65 


1  C5 


1  80 


1  70 


34  00 


10.  CO 


1  45 


34  00 


S3  00 


O.  P.  oil  meal,  cotton- 
seed meal,  corn  gluten 
feed,  wlieat  bran,  mo- 
lasses, ground  clipped 
oat  by-product, 
ground  cleaned  grain 
screenings,  salt. 


0.  P.  oil  meal,  cotton- 
seed meal,  corn  gluten 
feed,  wheat  bran,  mo- 
lasses, ground  clipped 
oat  by-product, 
ground  cleaned  grain 
screenings,  salt. 

0.  P.  oil  meal,  cotton- 
seed meal,  corn  gluten 
feed,  wheat  bran,  mo- 
lasses, ground  clipped 
oat  by-product, 
ground  cleaned  grain 
screenings,  salt. 

0.  P.  oil  meal,  cotton- 
seed meal,  corn  gluten 
feed,  wheat  bran,  mo- 
lasses, ground  clipped 
oat  by-product, 
ground  cleaned  grain 
screenings,  salt. 


Cotttonseed  meal,  malt 
sprouts,  ground  and 
bolted  screenings  from 
wheat,  molasses,  flax 
plant  by-product,  oat 
meal  mill  by-product, 
(oat  middlings,  oat 
shorts  and  oat  hulls), 
alfalfa  meal  and  salt. 

Molasses,  malt  sprouts, 
whole  ground  wheat 
screenings,  oat  mill 
by-products  and  salt. 


Cottonseed  meal,  old 
process  linseed  and 
rapeseed  m°al,  cane 
molasses,  wheat  bran, 
cocoanut  oil  meal, 
wheat  middlings,  corn 
gluten  feed,  oatmeal 
mill  by-products,  re- 
ground  grain  screen- 
ings, alfalfa  meal  and 
J  of  1%  salt. 

Cottonseed  meal,  cane 
molasses,  wheat  bran, 
cocoanut  oil  meal, 
wheat  middlings,  corn 
gluten  feed,  old  pro- 
cess linpeed  meal,  oat- 
m.eal  mill  by-product, 
(oat  middlings,  oat 
hulls,  oat  shorts),  re- 
ground  grain  screen- 
ings, alfalfa  meal,  ?! 
of  1%  salt. 


Found  also  small 
amount  small  whole 
weed  seeds. 


Found  also  small 
amount  whole  weed 
seeds . 


Largily  ground  grain 
screenings  and  oat 
hulls.  Pound  also 
small  amount  small 
whole   weed  seeds. 


Largely  ground  grain 
screenings  and  oat 
huDs.  Found  also 
small  amount  ,small 
whole   weed   seeds . 


Flax  plant  refuse  not 
detected. 


Malt      sprouts  and 
salt  not  detected. 


Old  process  linseed 
and  rapeseed  meal 
not  detected.  Found 
instead  mustard  oil 
cake  meal  as  an 
adulterant. 


Salt  not  detected, 


8501 


8779 


9484 


8461 


8577 


9010 


8585 


9207 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  ol  Manufacturer 
or  Importer  and  Brand  Name. 


8342 


8748 


8749 


Oonestoga  Dairy  Feed, 


Lancaster  Dairy  Feed, 


R^d  Rose  Dairy  Feed, 


9206 


Red  Rose  Dairy  Feed, 


8544 


Red  Rose  Dairy  Feed, 


Protein. 


8699 


POLO    MILLS    CO.,    EAST  ST. 

LOUIS,  ILL. 
Diamond  Dairy  Feed,   


Wolgemuth      &  Son, 
Fiorin. 


Average, 


Great  Valley  Mills,  Inc. 
Paoli. 


% 

10.92 


13.09 
12.36 


% 

19.08 


Great  Valley  Mills,  Inc., 
Paoli. 


Walton  Brothers,  Phila- 
delphia. 


10.38 


11.39 


18.44 
22.95 


16.50 


27.06 


20.00 


24.00 


25.84 


Wolgemuth      &  Son, 
Florin. 


Average, 


Woodlawn  Flour  i  Feed 
Co.,  WoodlB* 


10.54 


12.89 


25.87 


24.00 


24.00 


26.06 


19.02 


16.50 


Ill 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 

Fiber.  | 

1  1 
^  1 

j  Chemist's  number. 

•d 
5 

■6 

S3 

o 

■a 
c 
? 

■6 

c 

c 

S3 

o 

Price  per  ton  ( 

Certified  Compcsition.  ', 

Identified  by  Micro- 
scopical Examination. 

% 

4.60 

% 

3.50 

% 

9.70 

% 

10.00 

$ 

34  00 

Cottonseed    meal,  old 
process    linseed  and 
rapeseed  meal,  wheat 
bran,      wheat  mid- 
dlings,   cocoanut  oil 
mdnl        pnrn  ffluten 
feed,  oatmeal  mil!  by- 
products, reground 
grain  screenings,  mo- 
lasses,   alfalfa  meal 
and  i  of  1%  salt. 

Linseed  oil  meal  and 
rapeseed    meal  not 
detected.  Pound  in-  ' 
stead    mustard  oil 
cake    meal    as  an 
adulterant  and  also 
beet  pulp.  1 

S542 

3.93  1 
3.08 

9.58 

33  67 

4.00 

8.68 

12.00 

44  00 

Cottonseed  meal,  wheat 
bran,    cane  molasses, 
wheat  middlings,  co- 
coanut  oli  jnctii,  cuii-i 
gluten  feed,  corn  glu- 
ten meal,  old  process 
linseed  meal,  reground 
grain    screenmgs,  al- 
falfa  meal,    4  of  1% 
salt. 

As  certified,   

8748 

3.22 

5.00 

8.39 

12.00 

51  00 

Choice  cottonseed  meal, 
wheat    bran,  wheat 
middlings,  cocoanut 
oil  meal,  corn  gluten 
feed,    corn  gluten 
meal,  old  process  lin- 
seed meal,    cane  mo- 
lasses,    alfalfa  meal 
and  1  of  1%  salt. 

As  certified,   

8749 

4.05 

5. CO 

7.78 

12.00 

40  w 

Choice  cottonseed  meal, 
wheat    bran,  wheat 
middlings,  cocoanut 
oil  meal,  corn  gluten 
feed,    corn  gluten 
meal,  old  process  lin- 
seed meal,    cane  mo- 
lasses,    alfalfa  meal 
1     and  1  of  1%  salt. 

Salt  not  detected,  — 

9206 

4.63 

5.00 

8.86 

12.00 

46  00 

Choice  cottonseed  meal, 
wheat    bran,  wheat 
middlings,  cocoanut 
on  meal,  coin  giutcii 
feed,    com  gluten 
meal,  old  process  lin- 
seed meal,    cane  mo- 
lasses,    alfalfa  meal 
and  i  of  1%  salt. 

Linseed  oil  meal  not 
detected.  Pound  al- 
so mustard  oil  cake 
meal  as  an  adulter- 
ant     and  small 
amount  ground 
grain  screenings. 

8544 

3.97 
6.02 

8.34 

47  33 

3.50 

11.22 

17.00 

2  00 

Cottonseed   meal,  clip- 
ped   oat  by-product, 
molasses,  ground  flax- 
seed screenings. 

Clipped  oat  by-prod- 
uct   not  detected. 
Pound      also  oat 
meal  mill  by-prod- 
uct    and  small 
amount  small  whole 
'     weed  seeds. 

8699 

( 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

a 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


9269 


8777 


THE   QUAJSER    OATS  CO. 

CAGO,  ILL. 
Big  "Q"  Dairy  Ration,   


CHI- 


Big  "Q"  Dairy  Ration, 


9303    Big  "Q"  Dairy  Ration, 


8571 


8J32 


8930 


RALSTON    PUlilNA    CO.,  INC 

ST.   LOUIS,  MO. 
Protena  Dairy  Peed,   

Protena  Dairy  Peed,   

Purina  Cow  Chow  Peed,   


Sampled  Prom 


Protein. 


o 


Bechtel  Co.,  Monaca, 


Friedman  &  Alper,  Slip- 
pery Rock. 


% 

10. 8G 


9.30 


King  Peed  Co.,  Williams- 
port. 


Average,    10.32  22.95 


10.82 


% 
23.08 


23.50 


22.27 


S.     Book    &  Brother, 
Quarryville. 


E.  Strickler's  Sons,  Leb- 
anon. 


Average, 


Crescent  Plour   &  Peed 
Co.,  Punxsutawney. 


12.39 


13.02 


12.70 
11.82 


17.74 


19.25 


18.50 
24.79 


CD 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


13 

a 

3 
O 


]'"iber. 


Oertifled  Compositicn. 


Identified  by  Micro- 
seopieal  Examinatiori. 


3 


a 

Q 


4.67 


.50 


9.10 


.92 


4.50  11.00 


4.58 


4.50 


9.76 


% 
12.00 


2  50 


12.00 


2  60 


12.00 


4.72 


3.97 


3.00 


3.00 


4.32 
5.43 


4.30 


9.95 


10.96 


8.26 


9.61 
9.48 


10.00 


10.00 


2  40 


12.00 


2  50 


1  75 


1.70 


1  73 

3  00 


Hominy  feed,  yellow 
hominy  feed,  cotton- 
seed meal,  corn  distil- 
lers' grains,  corn  glu- 
ten feed,  O.  P.  lin- 
seed oil  meal,  wheat 
bran  and  wheat  mid- 
dlings (with  ground 
.  screenings  (wheat)  not 
exceeding  mill  run), 
molasses,  oat  meal 
mill  by-products,  (oat 
middlings,  oat  shorts, 
oat  hulls),  1%  calcium 
phosphate,   1%  salt. 

Hominy  feed,  yellow 
hominy  feed,  cotton- 
seed meal,  corn  distil- 
lers' grains,  corn  glu- 
ten feed,  O.  P.  lin- 
seed oil  meal,  wheat 
bran  and  wheat  mid- 
dlings (with  ground 
screenings  (wheat)  not 
exceeding  mill  run), 
molasses,  oat  meal 
mill  by-products,  (oat 
middlings,  oat  shorts, 
oat  hulls),  1%  calcium 
phosphate,   1%  salt. 

Hominy  feed,  yellow 
hominy  feed,  cotton- 
seed meal,  corn  distil- 
lers' grains,  corn  glu- 
ten feed,  O.  P.  lin- 
seed oil  meal,  wheat 
bran  and  wheat  mid- 
dlings (with  ground 
screenings  (wheat)  not 
exceeding  mill  run) , 
molasses,  oat  meal 
mill  by-products,  (oat 
middlings,  oat  shorts, 
oat  hulls),  1%  calcium 
phosphate,   1%  salt. 


Cottonseed  meal,  clip- 
ped oat  by-product, 
ground  wheat  screen- 
ings, molasses  and 
1%  salt. 

Cottonseed  meal,  clip- 
ped oats  by-product, 
ground  wheat  screen- 
ings, gluten  feed  from 
corn,  molasses  and 
1%  salt. 


Linseed  oil  meal.  0.  P. 
gluten  feed  from  corn, 
hominy  feed,  com 
feed  meal,  cottonseed 
meal,  molasses, 
ground  .alfalfa.  1% 
.s.alt.. 


Distillers'  grains  and 
salt  not  detected- 
Pound  also  small 
amount  whole 
wheat. 


9269 


Corn  distillers'  grains 
not  detected.  Pound 
also  brewers'  dried 
grains. 


Distillers'  dried  grains 
and  salt  not  detect- 
ed. Found  also 
b  r  e  w  e  r  s'  -  dried 
grains. 


As  certified. 


Found  also  small 
amount  unground 
screenings  and  small 
amount  small  whole 
weed  seeds. 


As  certified. 


8777 


9363 


8571 


8432 


8930 


Bul.— 37&— 8 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  Prom 


o 


Protein. 


a 


S944 


9351 


S784 


SPiurina  Cow  Chow  Peed, 


Purina  Cow  Ciiow  Peed, 


Piirina  Cow  Cliow  Peed, 


9C02 


93e5 


8913 


Purina  Cow  Chow  Peed, 


Purina  Cow  Chow  Peed, 


ROSENBAUM     BROTHERS,  CHI- 
CAGO, ILL. 
Advance  Dairy  Peed,   


8912 


9020 


Will  Pay  Dairy  Ration, 


TIOOA  MILL  &  ELEVATOR  CO. 

WAVERLY,   N.  Y. 
Red  Brand  Ti-O-Ga  Dairy  Peed,  -- 


Pay  Milling  Co.,  HoUi- 
daysburg. 


Knabe   Brothers,  Turtle 
Creek. 


% 
8.65 


% 
25.63 


10.22 


Parker  Milling  Co.,  Par-  9.55 
kers  Landing. 


Charles  0.  Salberg,  Ridg- 
way. 


S.  G.  UpdegrafF  &  Son, 
Williamsport. 


Average,    9.99  |  24.97 


24.21 


26.33 


10.25  23. 


9.50 


24.90  24.00 


Hockey      &  McCurdy, 
Connellsville. 


Hockey      &  McCurdy, 
Connellsville. 


13.53 


11.23 


17.36 


16.00 


22.03 


H.  O.  Ayer,  Ulster, 


8.50 


25.75 


20.00 


23.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


a 

3 
O 


a 
■J 


Fiber. 


T3 

a 


0 


Conified  Composition. 


Idfotifled  by  Micro^ 
scopical  Examination. 


O 


% 

5.11 


% 

4.50 


% 

10.66 


% 

12.00 


4.91 


4.30 


10.51 


12.00 


4.43 


4.30 


11.38 


12.00 


5. IS 


4.30 


7.48 


12.00 


2  75  'Linseed  oil  meal,  0.  P. 
gluten  feed  from  corn, 
hominy  feed,  com 
feed  meal,  ccttonseed 
meal,  molasses, 
groiind  alfalfa,  1% 
salt. 

3  00  Linseed  oil  meal,  O.  P. 
gluten  feed  from  eorn , 
hominy  feed,  corn 
feed  meal,  cottonseed 
meal,  molasses, 
ground  alfalfa,  1% 
salt. 

2  75    Linseed  oil  meal,  O.  P. 

gluten  feed  from  corn, 
hominy  feed,  corn 
feed  meal,  cottonsi-ed 
meal,  molasses, 
ground  alfalfa,  1% 
salt. 

2  90  Linseed  oil  meal,  0.  P. 
gluten  feed  from  corn, 
hominy  feed,  corn 
feed  meal,  cottonseed 
meal,  molasses, 
ground  alfalfa,  1% 
salt. 


4.30 


4.95 


3.47 


3.50 


10.52 


10.00 


9.02 


12.00 


14.00 


50  CO 


56  33 


2  00 


4.33 


4.00 


8.36 


11.00 


5.46 


3.50 


9.06 


10.00 


Linseed  oil  meal,  O.  P. 
gluten  feed  from  corn, 
hominy  feed,  com 
feed  meal,  cottonseed 
meal,  molasses, 
ground  alfalfa,  1% 
salt. 


Cottonseed  meal,  lin- 
seed oil  meal,  O.  P. 
alfalfa  meal,  oat  meal 
mill  by-product,  (oat 
huUs,  oat  shorts), 
molasses,  -wheat  bran, 
ground  grain  screen- 
ings, salt,  calcium 
carbonate. 


2  40    Linseed  oil  meal  0.  P. 

cottonseed  meal,  corn 
gluten  feed,  corn  feed 
meal,  -wheat  bran, 
wheat  middlings, 
ground  oats,  ground 
barley,  molasses,  1% 
salt,  calcium  carbon- 
ate. 


2  30  Wheat  middlings,  wheat 
bran,  brewers'  grains, 
corn  gluten  feed,  cot- 
tonseed meal,  cocoa- 
nut  oil  meal,  peanut 
oil  meal,  cane  molas- 
ses, com  distillers' 
grains,  1%  salt. 


Found  also  screenings 
oil  cake  feed. 


As  certified. 


8944 


9351 


As  certified, 


8784 


Salt  not  detected. 


9603 


As  certified. 


9365 


Salt  not  detected. 
Found  also  screen- 
ings oil  cake  meal. 


8913 


Found  also  small 
amount  ground 
grain  screenings. 


8912 


As  certified, 


9020 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  o{  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protoin. 


o 


8621 


9019 


8733 


9372 


9167 


8598 


9538 


9160 


Red  Brand  Ti-O-Ga  Dairy  Feed. 


White  Brand  Ti-O-Ga  Dairy  Peed, 


GEORGE  WALTER  *  SONS,  BUT- 
LER, PA. 
« Walters'  Byrite  Dairy  Peed,  

WESTERN  GRAIN  PRODUCTS  00. 

HAMMOND,  IND. 
Hammond  Dairj'  Peed,   

Hammond  Dairy  Peed,   

Hammond  Dairy  Peed,   

WOOSTER  GRAIN  &•   REED  CO., 

WOOSTER.  OHIO. 
Gold  Star  Dairy  Feed,   

Gold  Star  DaiiT  Peed,   


Newtown  Peed   &  Grain 
Co.,  Newtown. 


Average,   

H.  O.  Ayer,  Ulster, 


George   Walter    &  Sons 
Butler. 


George  Ifft  &  Sons,  Evans 
City. 


The  Oakdale  Peed  Mills, 
Oakdale. 


W.  D.  Ripley,  Wesleyville 


Average, 


Linosville     Milling  Co., 
Linesville. 


9.95 


9.22 
10.65 


% 
26.73 


26.24 
19.44 


9.80  I  22.17 


11.07 


12.19 


14.51 

12.59 
11.39 


Morrow  &  Buxton,  Val- 
encia, 


*Not  Registered. 


12.04 


/  Average,    11.71  22.44 


16.58 


17.14 


17.18 

10.30 
21.05 


% 

23.00 


17.00 


20.00 


16.50 


16.50 


16.50 


22.00 


23.83 


22.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


3 
C5 


Fiber. 


•a 

o 

3 


P 

a 


Certified  Composition. 


lOLiitificd  by  Miero- 
seopical  Examination. 


J3 

E 


J3 

o 


3., TO 


% 

8.48 


4.00 


8.77 
6. SI 


% 
10.00 


12.00 


.00 


10.25 


4. CO 


11.10 


4.00 


10.77 


4.00 


.00 


10.87 


10.94 
8.36 


4.00 


4.46    7.79 


11.00 


11.00 


11.00 


11.00 


2  35 


2  33 
2  20 


1  90 


1  85 


1  60 


1  73 


2  30 


2  35 


2  33 


Wlicat  middlings,  wheat 
bran,  brewers'  grains, 
corn  gluten  feed,  cot- 
tonseed meal,  cocoa- 
nut  oil  meal,  corn  dis- 
tillers' grains,  linseed 
oil  meal,  cane  molas- 
ses, 1%  salt. 


Cottonseed  meal,  corn 
feed  meal,  corn  meal 
or  hominy,  wheat 
middlings,  corn  glu- 
ten feed,  linseed  oil 
meal,  wheat  bran, 
cane  molasses,  salt. 


0.  P.  oil  meal,  cotton- 
seed meal,  corn  gluten 
feed,  wheat  bran  mo- 
lasses, ground,  clipped 
oat  by-product,  salt, 
ground,  cleaned  grain 
screenmgs. 

Cottonseed  meal,  corn 
gluten  feed,  old  proc- 
ess linseed  oil  meal, 
barley  malt  sprouts, 
ground  clipped  oat  by- 
product, ground  grain 
screening,  molasses  & 
salt. 

Cottonseed  meal,  com 
gluten  feed,  old  proc- 
ess linseed  oil  meal, 
barley  malt  sprouts, 
ground  clipped  oat  by- 
product, ground  grain 
screening,  molasses  & 
salt. 

Cottonseed  meal,  brew- 
ers' dried  grains, 
ground  clipped  oat  by- 
product, ground  grain 
screenings,  molasses  & 
salt. 


Malt  sprouts,  bran,  al- 
falfa meal,  middlings, 
dried  brewers'  grains, 
oil  meal,  distillers' 
dried  grains,  corn,  elu- 
ten,  corn  feed  meal, 
rice  bran,  cocoanut  oil 
meal,  bone  flour,  cot- 
tonseed meal,  salt  &■ 
molasses. 

Cocoanut  oil  meal, 
bran,  middlings,  al- 
falfa meal,  com  glu- 
ten, brewers'  dried 
grpins,  bone  flour, 
melt  sprouts,  distil- 
lers' dried  grains, 
com  feed  meal,  cot- 
tonseed meal,  oil  meal, 
salt  and  molasses. 


As  certified. 


Corn  meal  present. 
Salt  not  detected. 
Found  also  screen- 
ings oil  cake  meal. 


Found  also  small 
amount  small  whole 
weed  seeds. 


Linseed  oil  meal  not 
detected.  Found  also 
small  amount  small 
whole  weed  seeds. 


Linseed  oil  meal  not 
detected.  Found  al- 
so small  amount 
whole  weed  seeds. 


Found  also  malt 
sprouts  and  small 
amount  small  whole 
weed  seeds. 


Distillers'  grains,  rice 
bran,  cocoanut  oil 
meal  and  salt  not 
detected. 


As  certified, 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


imber. 

Prptein. 

a 

Name  and  Address  of  Manufacturer 

Sampled  From 

i 

Chemist's 

or  Importer  and  Brand  Name. 

Moisture. 

c 

•a 

8S33 


9427 


89ie 


8847 


8696 


8818 


8612 


3561 


8380 


PROPRIETARY    STOCK,  HORSE 
AND  MULE  PEED. 

THE  AKRON  PEED   &  MILLING 

CO.,  AKRON,  OHIO. 
Portage  Stock  Feed,   


Portage  Stock  Peed, 


Portage  Stock  Feed, 


Portage  Stock  Peed,     Valley  Mills,  Johnstown 


J.  H.  Hershberger  &  Son, 
Johnstown. 


J.  M.  Ploagland  &  Co. 
Sharon. 


MeParland    Supply  Co., 
Greensburg. 


Portage  Stock  Feed, 


ARCADT    FARMS    MILLING  CO. 

CHICAGO,  ILL. 
Silver  King  Stock  Peed,   


ARMOUR  GRAIN  COMPANY,  BUF- 
FALO, N.  Y. 
Armour  Stock  Peed,   


J.  J.  BADENOOH  CO.,  CHOCAGO, 
ILL. 

Badenoeh's  Stock  Peed,   


CLOVER    LEAF     MILLING  00. 

BUFFALO,  N.  Y. 
Clover  Leaf  Stock  Feed,   


Woodlawn  Flour  &  Feed 
Co.,  Woodlawn. 


Average, 


G.  Bostcrt  &■  Sons,  Johns- 
town. 


Otto  Brothers, 
East, 


North 


El.  M  Ru'ter  &  Co.  ,  New 
Holland. 


A.  G.  Smith,  Mt.  Union, 


% 
9.82 


.30 


9.90 


10.00 


9.50 


9.. 34 


8.13 


% 
7.94 


.56 


.25 


8.81 


.50 


9.44 


14.25 


7.72 


10.50 


y..38 


% 
9.00 


9.00 


9.0O 


:.00 


8.5-10 


9.00 


12.00 


8.00 


10.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


rat. 

Fiber. 

3r  cwt. 

i4 

Of 

.a 

S 

c 
o 

Identified  by  Micro- 

& 

iteed 

ri 

t-t 

Certified  Composition. 

scopical  Examination. 

«l 

a 
a 

Guarar 

■a 

a 

o 

Guaraj 

Price  I 

a 

o 

% 

2.94 


2.64 


2.75 


3. IS 


3.11 


2.91 


3.64 


% 

4.00 


.00 


4.00 


4.00 


4.00 


3.50 


% 
12.05 


11.24 


10.11 


11.01 


11.47 


11.35 


11.40 


4.30 


3.67 


.00 


9.00 


9.00 


9.00 


10.00 


10.00 


$ 
1  65 


1  CO 


1  CO 


2  00 


1  75 


1.72 


1  90 


4.00 


3.00 


4., 59 


3.50 


12.45 


12.00 


11.09 


12.13 


12.00 


1  40 


29  00 


15.00 


2  00 


Either  white  or  yellow 
shelled  corn,  barley, 
oat  shorts,  oat  hulls, 
oat  middlings  and  ^ 
of  1%  salt. 

Either  white  or  yellow 
shelled  corn,  barley, 
oat  shorts,  oat  hulls, 
oat  middlings,  ft  of  1% 
salt. 

Either  white  or  yellow 
shelled  corn,  barley, 
oat  shorts,  oat  hulls, 
oat  middlings,  i  of  1% 
salt. 

Either  white  or  yellow 
shelled  corn,  barley, 
oat  shorts,  oat  hulls, 
oat  middlings,  i  of  1% 
salt. 

Either  white  or  yellow 
shelled  com,  barley, 
oat  shorts,  oat  mid- 
dlings, ont  hulls, 
wheat  middlings,  i  of 
1%  salt. 


Oat  meal  mill  by-pro- 
duet,  (oat  middlings, 
oat  hulls,  oat  shorts), 
corn  feed  meal  or 
hominy  feed,  wheat 
middlings  with  ground 
screenings  not  exceed- 
ing mill  run,  i  of  1% 
salt. 


Ground  corn,  hominy 
feed,  wheat  middlings, 
ground  barley,  oat 
meal  mill  by-products, 
(oat  shorts,  oat  mid- 
dlings, oat  hulls), 
cottonseed  meal,  I  of 
1%  salt. 


Hominy  feed,  corn  feed 
meal,  oat  middling.s, 
oat  .shorts,  oat  hulls, 
standard  middlings, 
ground  barley,  ground 
oats,  ground  milo  and 
salt. 


Hominy  feed,  corn  feed 
meal,  wheat  midds, 
oat  meal  mill  bv-pro- 
ducts,  (oat  middlings, 
oat  hulls,  oat  shorts), 
I  of  1%  fine  salt. 


Yellow  corn  present, 


8833 


Barley  not   detected.  9427 
Yellow  corn  present. 


Barley  not  detected. 
Both  white  and  yel- 
low corn  present. 


As  certified. 


Barley  not  detected. 
Both  white  and  yel- 
low corn  present. 


Both  hominy  feed  and 
corn  feed  meal  pres- 
ent. Pound  also  cot- 
tonseed meal. 


8916 


8847 


8696 


8818 


As  certified. 


Barley  not  detected, 


As  certified. 


8612 


8561 
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TABLE  III— ANALYSES  OP  SAMPLES  OF 


Name  iin'I  Address  ol  Mamitacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


I^otein. 


3 


8854 


0622 


THE    ALBERT    DICKINSON  CO., 

CHICAGO,  ILL. 
Dickinson's  Hobby  Horse  Eoed,   

Stag  Stock  Peed,   


Stag  Stock  Feed, 


8921  :  Stag  Stock  Eeed, 


/ 


mi 


80C4 


Stag  Stock  Peed, 


Stag  Stock  Eeed, 


9590    Stag  Stock  Feed, 


9156 


8723 


9121 


9084 


White  Cross  Horse  Feed, 


JOHN   W.    ESHELMAN    &  SONS, 

LANCASTER,  PA. 
Eshelman's  Stock  Feed,   


Eshelman's  Stock  Feed, 


D.    H.    GRANDIN   MILLING  CO. 

JAMESTOWN,   N.  T. 
Grandin's  Stock  Food,   


King    Brothers,  Union- 
town. 

Eureka  Store,  Windber, 


Thomas  Hannon,   S.  S. 
Pittsburgh. 


Mahoning  Valley  Milling 
Co.,  Punxsutawney. 


The  Irvin  Muir  Co.,  Brad 
dock. 


P.     E.      Painter,  Mt. 
Pleasant. 


Titusville  City  Mills,  Titus 
ville. 


Average,   

R.  J.  Ramaley,  Juniata, 


H.    A.    Pishburn,  Pen- 
brook. 


Paxton   Flour  and  Feed 
Co.,  Progress. 


Average, 


J.    C.    Harrington  Co. 
Montrose. 


% 

1.3.92 
If).  47 


9.60 


9.15 

10.42 

9.46 

9.77 
8.80 

11.65 
10.20 

10.92 
8.. 56 


% 

10.41 
11.31 


11.50 


11.63 


11.44 


10. 


10.69 


11.24 

11.88 


10.44 


11.19 


10.82 


9.38 


10.  oa 


9.00 
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FEEDING  STUEFS  COLLECTED  IN  1922— Continued. 


Fat. 

Fiber. 

)r  cwt. 

•a 

q? 

-a 

QJ 

r  ton  c 

Certified  Composition. 

Identified  by  Micro- 
scopical Examination. 

s 

a 

tn 

■o 

a 
a 

a 

c 

■i-i 
tn 

Guara 

a 

3 

o 

Guarc 

Cliem 

% 

1.50 
5.00 


3.00 


.3.00 


.3.00 


3.00 


3.00 


2.50 


3.00 


3.00 


% 

10.42 
11.27 


S.52 


10.37 


11.09 


11.20 


11.60 


10.85 
0.58 


5.00 


.19 


0.74 


6.90 


10.24 


% 
15.00 

9.00 


.00 


9.00 


.00 


9.00 


i.OO 


10.00 


10.00 


12.00 


2  00 
2  00 


2  20 


1  05 


1  85 


1  75 


1  60 


1  84 

2  25 


1  65 


1  65 


1  65 


1  75 


Corn,  oats,  alfalfa 
meal. 

Corn  feed  meal,  wheat 
middlings,  cottonseed 
meal,  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  i  of  1%  salt. 

Corn  feed  meal,  wheat 
middlings,  cottonseed 
meal,  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  J  of  1%  salt. 

Corn  feed  meal,  wheat 
middlings,  cottonseed 
meal,  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  J  of  1%  salt. 

Com  feed  meal,  wheat 
middlings,  cottonseed 
meal,  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  i  of  1%  salt. 

Corn  feed  meal,  wheat 
middlings,  cottonseed 
meal,  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  4  of  1%  salt.* 

Corn  feed  meal,  wheat 
middlings,  cottonseed 
meal,  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  J  of  1%  salt. 


Ground  oats  and  cracked 
corn. 


Corn  feed  meal  wheat 
middlings,  hominy 
feed,  oat  meal  mill 
by-products,  ground 
oats. 

Corn  feed  meal,  wheat 
middlings,  hominy 
feed,  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  ground  barley 
and  ground  oats. 


Corn  meal,  corn  feed 
meal,  hominy  feed, 
wheat  middlings, 
ground  barley,  oat 
meal  mill  by-products 
(oat  middlings,  oat 
hulls,  oat  shorts)  and 
J  of  1%  salt.  (Wheat 
middlings  may  contain 
ground  screenings  not 
exceeding  mill  run). 


As  certified. 
As  certified. 


As  certified , 


As  certified. 


As  certified. 


As  certified , 


As  certified. 


8967 
8854 


9622 


8921 


9344 


8964 


959e 


As  certified. 
As  certified, 

As  certified. 


Barley  not  detected,  — 


9156 


8723 


9121 


9084 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

3 
0 


o 


Name  and  Address  of  Manufacturer 
or  Importer  and  Biuud  Name. 


Sampled  Prom 


PrcteiD. 


d 

O 


8972 


ILLINOIS    FEED     S-.  ELEVATOR 
COMPANY,    BLOOMINGTON,  ILL. 
Homestead  Stock  Feed,   


9257    Homestead  Stock  Eeed, 


8909 


8044 


Homestead  Stock  Peed, 


8942 


8502 


9108 


9509 


9190 


8938 


JAMESTOWN   ELECTRIC  MILLS, 

JAMESTOWN,  N.  T. 
Jem  Stock  Peed,   


KLEPSER  BROTHERS,  MARTINS- 
BURG,  PA. 
Horse  Chop,   


CHARLES    A.    KRAUSE  MILLING 

CO.,  MILWAUKTEE,  WIS. 
Badger  Stock  Peed,   


% 

L.  L.  Clark,  Uniontown,  10.22 


J.  K.   Lawson,  Washing 
ton. 


Perry  ■'b  Henderson,  Con 
nellsville. 


% 

8.31 


% 
9.00 


10.95 


5.78 


8.81 


9.19 


3.00 


9.00 


Average, 


E.  S.  Clark,  Akeley, 


Badger  Stock  Peed, 


Badger  Stock  Peed, 


Badger  Stock  Peed, 


Badger  Stock  Peed, 


lilepscr  Brothers,  Martins 
burg. 


Adam  Diehl's  Sons,  Inc. 
S.  Pittsburgh. 


Wm.  Pischcr's'  Sons,  N. 
S.  Pitt.burgh. 


Wm.  Gates  Estate,  Kit- 
tanning. 


New  Castle  Peed  &  Coal 
Co.,  New  Castle. 


Webb  Brothers,  Altoona 


tr.j       a.  IV 


11.67 


11.94 


11.00 


10.66 


10.16 


3.05 


8.95 


10.10 


.05 


11.13 


8.75 


9.31 


9.06 


10.19 


10.18 


8-10 


10.00 


10.00 


10.00 


10.00 


10.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


3.15 


4.07 


% 

3.25 


3.25 


3.00 


5.00 


3.00 


3.50 


3.25 


3.50 


3.25 


3.t)0 


-a 
a 
a 
o 


% 
8.79 


% 
9.00 


9.38 


11.30 


9.00 


9.00 


9.82 


7.75 


9.00 


3.71  6-S 


11.25 


13.95 


14,45 


11.53 


9.47 


10.00 


10.00 


10,00 


10.00 


10.00 


Certified  Composition. 


1  /5 


1  90 


1  75 


1  SO 


1  70 


1  80 


1  75 


1  45 


1  85 


1  75 


1  90 


Identified  by  Micro- 
scopical Examination. 


Whole  ground  corn, 
hominy  feed,  whole 
ground  oats,  whole 
ground  barley,  whole 
ground  wheat,  oat 
meal  mill  by-products, 
(oat  middlings,  oat 
llour,  oat  hulls.) 

Whole  ground:  corn, 
oats,  barley  and 
wheat;  hominy  feed, 
oat  mill  by-products, 
(oat  middlings,  oat 
flour,   oat  hulls). 

Whole  ground:  corn, 
oats,  barley,  Kaffir 
corn,  hominy  feed, 
corn  germ  meal  and 
oat  meal  mill  by-pro- 
duct, (oat  middlings, 
oat  flour  and  oat 
hulls) . 


0.  P.  linseed  oil  meal, 
ground  corn,  hominy 
feed,  ground  oats, 
corn  germ,  meal,  500 
lbs.  of  oat  meal  mill 
by-products,  (oat  mid- 
dlings, oat  shorts,  re- 
ground  oat  hulls), 
one-half  of  one  per 
cent,  of  fine  salt. 


Eye,      hominy,  oats, 
wheat  middlings. 


Hominy  feed  com  red 
dog  flour,  corn  germ 
meal,  oat  meal  mill 
by-products,  (oat 
hulls,  oat  middlings, 
oat  shorts),  and  salt. 

Badger  hominy  feed, 
oat  meal  mill  by- 
product, (oat  hulls, 
oat  middlings,  oat 
shorts),  salt. 

Badger  hominy  feed, 
oat  meal  mill  by- 
product, (oat  hulls, 
oat  middlings,  oat 
shorts),  salt. 

Badger  hominy  feed, 
oat  meal  mill  by- 
product, (oat  hulls, 
oat  middlings,  oat 
shorts),  salt. 

Badger  hom'iny  feed, 
oat  meal  mill  by- 
product, (oat  hulls, 
oat  middlings,  oat 
shorts),  salt. 


As  certified. 


Barley  not  detected. 


As  certified. 


Salt     not  detected. 
Pound  also  cotton- 
seed meal  and  small 
amount  ground 
grain  screenings. 


As  certified, 


As  certified, 


As  certified, 


8972 


9257 


8909 


8644 


Salt  not  detected. 


Salt  not  detected. 


8942 


8502 


9168 


9509 


9190 


As  certified. 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 

3 


o 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


8705 


8400 


dm 


9428 


8781 


8936 


Badger  Stock  Feed,   

LADISH     MILLING     CO.,  MIL- 
WAUKEE, WIS. 
♦Special  Stock  Eeed,   

LANCASTER  MILL  &  ELEVATOR 

CO.,  LANCASTER,  PA. 
Lancaster  Stock  Feed,   

THE       MCMILLEN  COMPANY, 

FORT  WAYNE,  IND. 
Jumbo  Stock  Feed,   

Jumbo  Stock  Feed,   


Jumbo  Stock  Feed, 


9275    Jumbo  Stock  Feed, 


9254 


Jumbo  Stock  Feed, 


Sampled  From 


Alex  Williamson,  W.  E. 
Pittsburgh. 


Average, 


Dempsey  &  Dorr,  Osceola 
Mills. 


Earley  &  Detweiler,  Pal- 
myra. 


Frank  Day,  Parrel], 


H.    F.    Gelbach,  Evans 
City. 


J.  J.  Glc'icliart  &  Com- 
pany, Altoona. 


A.  F.  Grine,  Beaver, 


Grover      C.       Hughes  , 
Waynesburg. 


Protein. 


a 
o 


% 

10.36 


9.44 
8.07 


9.33 


8.75 


11.16 


9.35 


9.35 


9.63 


7o 
8.94 


9.40 
10.00 


10.38 


10.75 


9. 06 


10.31 


9.94 


10. .31 


*Not  Registered. 
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FEEDING  STUFFS  COELECTED  IN  1922— Continued. 


Pat. 


Fiber. 


■a 
a 

3 

o 


3 
C5 


■a 
3 

3 
O 


C3 
3 

o 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


3.53 


3.34 
4.94 


4.92 


% 

3.25 


4.00 


3.00 


% 

11.05 


11.95 
11.19 


10.92 


3.98 


3.50 


11.38 


3.35 


3.50 


13.31 


4.11 


3.50 


7.36 


3.50 


10.29 


4.04 


3.50 


S.IO 


% 
lU.OO 


12.00 


10.00 


12.00 


12.00 


1  05 


1  73 


1  65 


1  70 


1  65 


1  75 


12.00 


12.00 


12.00 


1  90 


1  70 


1  80 


Bixlger  hominy  feed, 
oat  meal  mill  by- 
product, (oat  hulls, 
oat  middlings,  oat 
shorts),  salt. 


Oat    feed  and 
hominy  feed. 


white 


Corn  feed  meal,  wheat 
middlings,  hominy 
feed,  oat  meal  mill 
by-products  (oat  mid- 
dlings, oat  hulls,  oat 
shorts),  ground  bar- 
ley and  ground  oats. 


Ground  corn,  ground 
oats,  ground  barley, 
ground  Kaffir,  corn 
feed  meal,  oat  huUs, 
oat  middlings,  oat 
shorts,  ground  screen- 
ings from  wheat,  corn, 
oats,  barley,  Kaffir, 
buckwheat,  millet, 
sunflower  seed. 

Ground  corn,  ground 
oats,  ground  barley, 
ground  Kaffir,  corn 
feed  meal,  oat  hulls, 
oat  middlings,  oat 
shorts,  ground  screen- 
ings from  wheat,  corn, 
o-ats,  barley,  Kaffir, 
buckwheat,  millet, 
sunflower  seed. 

Ground  corn,  ground 
oats,  ground  barley, 
ground  Kaffir,  corn 
feed  meal,  oat  hulls, 
oat  middlings,  oat 
shorts,  ground  screen- 
ings from  wheat,  corn, 
oats,  barley,  Kaffir, 
buckwheat,  millet, 
sunflower  seed. 

Ground  corn,  ground 
oats,  ground  barley, 
ground  Kaffir,  corn 
feed  meal,  oat  hulls, 
oat  middlings,  oat 
shorts,  ground  screen- 
ings from  wheat,  corn, 
oats,  barley,  Kaffir, 
buckwheat,  millet, 
sunflower  seed. 

Ground  com,  graund 
oats,  ground  barley, 
ground  Kaffir,  corn 
feed  meal,  oat  hulls, 
oat  middlings,  oat 
shorts,  ground  screen- 
ings from  wheat,  corn, 
oats,  barley,  Kaffir, 
buckwheat,  millet, 
sunflower  seed. 


As  certified. 


As  certified, 


Barley  not  detected, 


Barley,  screenings 
from  sunflower  seed, 
buckwheat,  millet 
not  detected. 


Screenings  from  millet 
and  sunflower  seed 
not  detected. 


Screenings  from  millet 
and  sunflower  seed 
not  detected. 


Barley,  ground  Kaffir 
corn  and  ground 
screenings  from 
Kaffir,  buckwheat 
millet  and  sunflower 
seed  not  detected. 


Screenings  from  millet 
and  sunflower  seed 
not  detected. 


8705 


8400 


9404 


9128 


8781 


8936 


9275 


9254 


TABLE  III— ANALYSES  OF  SAMPLES  OF 


Protein. 

a 

Name  uiid  Address  of  Manufacturer 

Sampled  From 

i 

m 

or  Importer  aud  Brand  Name. 

CD 

Chemist' 

Moistur 

Found. 

Guarani 

8522 


8811 


9199 


9.328 


9340 


8932 


9170 


9034 


8899 


Jumbo.  Stock  Feed,   

MINER-HILLARD    MILLING  CO., 

WILKES-BABRE,  PA. 
Mihimico  Stoct  Feed,   

PARK  &  POLLARD  CO.,  BUFFA- 
LO, N.  T. 
P.   &  P.  Stock  Peed,   

POLO    MILLS    CO.,    EAST  ST. 

LOUIS,  ILL. 
Polo  Stock  Feed,   

PRAIRIE    STATE    MILLING  CO., 

CHICAGO,  ILL. 
Prairie  State  Stock  Feed,   

Prairie  State  Stock  Feed,   

Prairie  State  Stock  Feed,   

Prairie  State  Stock  Feed,   

Prairie  State  Stock  Feed,   


Wayne      Milling  Co., 
Honesdale. 


% 

10.46 


Average, 


Miner-Hillard  Milling  Co. 
Wilkes-Barre. 


Morrison  Brothers,  Belle- 
vue. 


J.  W.  Craft  &  Sons,  Am- 
bler. 


Braddock  Peed  &  Supply 
Co. ,  Braddock. 


Fales  Grocery  Co.,  Rey 
noldsville. 


Wm.  Fischer's  Sons,  N. 
S.  Pittsburgh. 


Johnson   &   Smith,  Wil- 
kinsburg. 


ScandinaTian  Store, 
Houtzdale. 


9.78 


9.19 


10.00 


8.72 


7.50 


9.39 


9.95 


10.50 


8.45 


% 

10.31 


10.11 


13.06 


8.81 


10.8 


Average,   i   9.15  10.15 


9.25 


10.19 


10.63 


9.88 


10.81 


1 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


a 

D 
O 


a 
§ 


"2 


O 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


S3 

O 


3.29 


% 

3.50 


3.77 


4.57 


3.09 


% 

10.25 


5.00 


1.50 


4.00 


10.11 


:.03 


% 

12.00 


10.00 


1  60 


9.S5      10. OO 


3.54 


2.89 


4.38 


3.30 


3.55 


9.61 


2.50  11.09 


2.50 


2.50 


2.50 


2.50 


9.00 


1  73 


2  on 


3  00 


2  15 


..53 


11.32 


7.49 


9.20 


11.36 


10.09 


12.00 


,12.00 


12.00 


12.00 


6.00 


1  50 


2  00 


1  45 


1  75 


1  75 


Ground  corn,  ground 
oats,  ground  barley, 
ground  Kaffir,  corn 
feed  meal,  oat  hulls, 
oat  middlings,  oat 
shorts,  ground  screen- 
ings from  wheat,  corn, 
oats,  barley,  Kaffir, 
buckwheat,  millet, 
sunflower  seed. 


Alfalfa  meal,  hominy 
feed,  wheat  middlings, 
rye  middlings,  corn, 
oats,  corn  oil  meal 
and  salt. 


Ground    corn,  hominy 
feed,  oat  feed. 


Either  white  or  yellow 
shelled  com,  barley, 
oat  shorts,  oat  hulls, 
oat  middlings,  wheat 
middlings  and  1% 
salt. 


Ground  com,  barley 
feed  by-products  from 
the  manufacture  of 
pearl  barley,  corn 
feed  meal,  oat  shorts, 
oat  hulls. 

Ground  corn,  barley 
feed  by-products  from 
the  manufacture  of 
pearl  barley,  com 
feed  meal,  oat  shorts, 
oat  hulls. 

Ground  corn,  barley 
feed  by-products  from 
the  manufacture  of 
pearl  barley,  com 
feed  meal,  oat  shorts, 
oat  hulls. 

Ground  com,  barley 
feed  by-products  from 
the  manufacture  of 
pearl  barley,  com 
feed  meal,  oat  shorts, 
oat  hulls. 

Ground  corn,  barley 
feed  by-products  from 
the  manufacture  of 
pearl  barley,  corn 
feed  meal,  oat  shorts, 
oat  hulls,  oat  mid- 
dlings. 


Screenings  from  millet 
and  sunflower  seed 
not  detected. 


8522 


As  certified, 


As  certified , 


Salt  not  detected. 


8811 


9199 


9328 


As  certified. 


As  certified. 


As  certified. 


As  certified , 


As  certified. 


9340 


8932 


9170 


9034 


8399 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


S 
a 


SI 


Name  and  Address  o£  Manufacturer 
or  Importer  and  Brand  ISame. 


Sampled  From 


o 


a 

3 

o 


THE  QUAKER  OATS  CO.,  CHICA- 
GO, ILJ,. 

9142    Schumacher  Peed,   

S770    Schumacher  Peed,  

S574    Schumacher  Peed,   

93fi2    Schumacher  Peed,   


John    B.    Curry's  Sons, 
Swatara. 


Friedman    &   Alper,  Slip 
pery  Rock. 


Hcrshey  Chocolate  Com- 
pany, Hershey. 


King  Peed  Co.,  Williams 
port. 


% 

7.76 


9.53 


7.10 


7.20 


11.06 


11.13 


lO.OIj 


9.88 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


o 


Fiber. 


C3 
3 

o 


Certified  Coiriposition. 


Identified  by  Micro- 
fcopical  Examination. 


4.43 


3.82 


4.85 


.3.02 


% 

3.25 


3.25 


3.25 


% 

10.95 


% 
12.00 


10.70 


12  00 


12.17 


.25 


11.. "0 


12.00 


1.05 


1  85 


1  80 


12,00 


1  80 


Ground  com,  hominy 
feed,  yellow  hominy 
teed,  ground  barley, 
cottonseed  meal,  old 
process  linseed  oil 
meal,  low  grade  wheat 
flour,  wheat  bran  and 
wheat  middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill  ran),  oat  me:! 
mill  by-product,  (oat 
middlings,  oat  hulls, 
oat  shorts),  %  of  1% 
salt. 


Ground  corn,  hominy 
feed,  yellow  hominy 
feed,  ground  barley, 
cottonseed  meal,  old 
process  linseed  oil 
meal,  low  grade  wheat 
flour,  wheat  bran  and 
wheat  middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill  run),  oat  meal 
mill  by-product,  (oat 
middlings,  oat  hulls, 
oat  shorts),  %  of  1% 
salt. 


Ground  corn,  hominy 
feed,  .  yellow  hominy 
feed,  ground  barley, 
cottonseed  meal,  old 
process  linseed  oil 
meal,  low  grade  wheat 
flour,  wheat  bran  and 
wheat  middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill  run),  oat  meal 
mill  by-product,  (oat 
middlings,  oat  hulls, 
oat  shorts),  %  of  1% 
salt. 


Ground  corn,  hominy 
feed,  yellow  hominy 
feed,  ground  barley, 
cottonseed  meal,  old 
process  linseed  oil 
meal,  low  grade  wheat 
flour,  wheat  bran  and 
wheat  middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill   run),    oat  meal 

■  mill  by-product,  (oat 
middlings,  oat  hulls, 
oat  shorts),  %  of  1% 
salt. 


As  certified, 


As  certified. 


As  certified. 


As  certified. 


9142 


770 


9574 


9362 


BuL— 376- 


;— 9 


TABLE  III— ANALYSES  OF  SAMPLES  OF 


■a 

a 

a 

■a 


■n 
O 


Aiiiiie  iiml  Address  o£  Manufacturer 
or  iinportei-  and  Br<rjd  Name. 


8408 


9048 


Schumacher  Feed, 


as  15 


92(:S 


Victor  Peed— Coarse, 


■VYhite  Diamond  Stock  Feed, 


8J92     White  Diamond  Stock  Fied, 


6627 


SI  59 


Sampled  From 


Protein. 


o 


•a 
a 


o 


Schumacher  Feed,     L.  L.  Kice,  Carlisle, 


ROSENBAUM  BROTHERS,  CHICA- 
GO, ILL. 
Vitality  Stock  Feed,   


Vitality  Stock  Feed, 


,lohn  Williams  &  Sons,  E 
E.  Pittsburgh. 


% 

8.44 


Average, 


\V.    P.    Lauster,  Yates- 
boro. 


Dechtel  Co.,  Monaca, 


Beckerstaff      &  Todd, 
Woodlawn. 


Average, 


Carnegie  Feed  &  Supply 
Co.,  Carnegie. 


Elder    C.    Garvin,  Mill- 
vale. 


Average, 


% 

10.75 


% 

10.00 


9.50 


10.81 


8.25 
8.71 


8.62 


9.27 


8.91 


8.50 


9.10 


10.62 
9.38 


.56 


10.00 


P. 28 


.56 


11.53 


80  10.56 


10.00 


8.50 


8.50 


.50 


9.00 


S.CO 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Certified  Composition. 


Idciitifled  by  Micro- 
scopical Examination. 


7c 

4.08 


3.76 


4.14 
3.19 


3.44 


..53 


2.89 


4;  04 


% 

3.25 


3.25 


% 
9.77 


% 

12.00 


1  75 


10.64 


12.00 


10.94 


.60 


10.00 


10.62  10.00 


9.12  i  10.00 


3.59 


9.87 


44      12.00  1.7o 


1  75 


1  77 
1  70 


1  70 


1  75 


1  73 


.86 


12.00 


.IS  - 


I  80 


t.78- 


Ground  corn,  hominy 
feed,  yellow  hoinir.y 
teed,  ground  barley, 
cottonseed  meal,  old 
process  linseed  oil 
meal,  low  grade  wheat 
fiOur,  wheat  bran  anl 
wheat  middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill  run),  oat  meal 
mill  by-product,  (of-t 
middlings,  oat  hulls, 
oat  shorts),  %  of  l^o 
salt. 

Ground  com,  hominy 
feed,  yellow  homiry 
feed,  ground  barley, 
cottonseed  meal,  o'd 
process  linseed  o'l 
meal,  low  grade  wheat 
flour,  wheat  bran  an.l 
wheat  middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
m.ill  run),  oat  meal 
mill  by-product,  (oat 
middlings,  oat  hulls, 
oat  shorts),  ^4  of  l<7c 
salt. 


Ground  com,  .  hominy 
feed,  oat  meal  mill 
by-product,  (oat  mii"- 
dlings,  oat  hulls,  oat 
shorts),  %  of  1%  salt. 

Ground  corn,  hominy 
feed,  oat  meal  mill 
by-products,  Coat  mif  - 
diings,  oat  hulls,  ort 
shorts),  %  of  1%  salt. 

Ground  corn,  homiry 
feed,  oat  meal  m:ll 
by-products,  (oat  mi  !- 
diinrrs,  oat  hulls,  oPt 
shorts),  %  of  1%  salt. 


Cora  feed  meal,  ground 
oats,  ground  barley, 
wheat  bran,  wheat 
middlings,  oat  meal 
mill  by-prcduct  (oat 
hulls,  oat  shorts), 
1%  salt,  1%  calcium 
carbonate. 

Corn  feed  meal,  ground 
oats,  ground  barley, 
whert  bran,  wheat 
micldlings,  oat  meal 
mill  by-produet  (ort 
hulls,  oat  shores). 
1°J,  salt.  1%  erlcium 
earbcnatft. 


As  certified,   ;  8463 


As  certified , 


As  certified. 


As  certified. 


As  certified. 


9018 


8845 


92C8 


Bariey  and 
detected. 


salt  not  I  9C2T 


Gr-^urd  barley- not  de-  '  9159) 
tected".  I 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a  1  a-.iwe  iiiiri  Address  of  Manufacturer 
1     or  .liiiporUT  liiid  liraml  iN'aine. 


J3 


Sampled  Prom 


Protein. 


•a 
d 
P 


a  51 


0636 


9057 


THE    SHEETS    ELEVATOR  CO. 

CLEVELAND,  OHIO. 
Kackili's  dtoek  Ftea,   


SMLTH   MILLING    CO.,  MILWA". 

IiEE,  WIS. 
4-AU  Stock  Feed,   


THE  SOYCO  MILLS  CO. 

VILLE,  OHIO. 
*Treaty  Stock  Feed,   


GREEN- 


THOMAS-BOYCE  PEED  CO. 

CA,  N.  Y. 
Direct  Stock  Feed,   


UTI- 


Sfi83 


9502 
8846 


8858 


0195 


*Scattcrgood  Stock  Peed, 


*Scattergood  Stock  Feed, 


PROPRIETARY  STOCK.  HO-^ST^  * 
MULE    PEED    WITH  MOLASSES. 

AKRON   PEED    &    FILLING  CO., 

AKRON,  OHIO. 
Portage  Horse  and  Mule  Feed,   

Portage  Horse  and  Mule  Peed,   

AME^TCAN  DEALER'S  Tr-^ADTNG 
C0RP0l?ATION.  HUNTINGDON, 

Gumbo  Alfalfa  Horse  Feed,  — .  

AMERICAN  MILLTNG  CO.,  PEORIA 
ILT,. 

Kick-A-Poo  Horse  Peed,  .  


M.   L.  McClain  &  Co. 
Tyrone. 


M.  C.  Dietz  &  Son,  Me- 
chanicsburg. 


A.  Davison  Peed  Co.,  Mc 
Keesport. 


A.   T.   Sprankle,  DuBois, 


S.     Book     &  Brother, 
Quarryville. 


Pomona  No.  S  Exchange, 
West  Chester. 


Average, 


High  Str  et  Mills,  Kittan- 
ninq:. 

Vallpy  Mills,  Johnstown, 
Average,   


J.    E.    Crisman,  South 
Fork. 

J.  M.  Brown  &  Co.,  N. 
S.  Pittsburgh. 


% 
8.73 


8.78 


10.51 


10.47 


10.49 

7.65 
13.61 
10.63 

14.. 30 
12.66 


% 

10.19 


13.88 


7.81 


11.63 


11.75 


13.81 


12.78 

12.13 
10.32 
11.23 

10.19 
10.20 


10.00 


10.00 


*Not  Registered, 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


•a 
d 

3 


Certifled  Composition. 


% 

8.00 


4.00 


% 
15., ■^O 


14.19 


% 

9, GO 


14.00 


2.50 


4.00 


12.17 


11.00 


15.00 


12.00 


4.00 


11.74 


10. OO 


4.79  4.00 


10.00 


2.00 
2.00 


2.50 


2.50 


9.5(i 

9.45 
8.53 
8.99 

7.77 

6.07 


12.00 
12.00 


12.00 


10.00 


1  85 


1  25 


1  90 


1  75 


1  50 


2  00 


1  75 

2  00 
2  10 
2  05 

2  00 

2  00 


Ground  corn,  ground 
oats,  hominy  fepd  oat 
hulls,  oat  shorts  and 
salt. 


Hominy  feed,  ground 
corn,  corn  oil  meal, 
ground  barley,  linseed 
oil  meal,  TFheat  bran 
wheat  middlings,  oat 
viroducts,  middling  , 
shorts,  hulls,  and 
salt. 


Corn  meal,  hominy  feed 
corn  bran,  ground 
oats  and  reground  oat 
feed. 


Ground  corn,  ground 
oats,  hominy  feed, 
oatmeal  mill  by-pro- 
duets  (oat  middlings, 
oat  hulls,  oat  shorts), 
wheat  middlings,  lin- 
seed oil  meal,  cal- 
cium phosphate  and 
salt. 

Ground  com,  ground 
oats,  hominy  feed, 
oatmeal  mill  by-pro- 
ducts (oat  middlings, 
oat  hulls,  oat  shorts), 
wheat  middlings,  lin- 
seed oil  meal,  calcium 
phosphate  and  salt. 

Ground  corn .  ground 
oats,  hominy  feed, 
oatmeal  mill  by-pro- 
ducts (oat  middlings, 
oat  hulls,  oat  shorts), 
wheat  middlings,  lin- 
seed oil  meal,  calcium 
phosphate  and  salt. 


Corn,      oats,  alfalfa 

meal,  molasses. 
Corn,  oats,  alfalfa  and 

molasses. 


Corn,  oats,  barley,  al- 
falfa meal,  molasses 
and  salt. 


Corn,  oats,  barley,  al- 
falfa, molasses  and 
salt. 


Identified  by  Micro- 
scopical ExaujinatiOD. 


s 


X3 

O 


As  certified. 


Found  also  brewers' 
dried  grains,  malt 
sprouts  and  small 
amount  ground 
grain  screenings. 


As  certified. 


85511 


8424 


As  certified. 


9636 


9057 


Pound  also  small 
amount  ground 
grain  screenings. 


As  certifled , 


8560 


As  certified , 
As  certified. 


Barley  not  detected. 


Salt   not  detepted, 


9502 
S8:!6 


8358 


9195 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Protein. 


Name  and  Address  of  Manufacturer 
or  Importer  ana  Brt-nd  Name. 


9305    Kiek-A-Poo  Horse  Peed, 


0260 


9185 
S496 


Kick-A-Poo  Horse  Peed, 


Peoria  Horse  Peed,  

Suerenc  Horse  and  Mule  Peed, 


George  K.   Craig,  Phila- 
delphia. 


W.  W.  McCullough,  West 
Bridgevvater. 


Average, 


8700    Suorcnc  Horse  Peed  with  Alfalfa, 


9304 
SfiSe 
8603 

9144 

8819 
8928 


Sucrene  Horse  Peed  with  Alfalfa, 
Sucrene  Horse  Peed  with  Alfalfa, 
Sucrene  Horse  Peed  with  Alfalfa, 

Tip  Top  Horse  Peed  with  Alfalfa, 


ARCADY    PARMS   MTLLING  Co. 

CHICAGO,  ILL. 
Arcady  Horse  Feed,   


G.  A.  Sehnelbach,  E.  E. 
PittsV)urgh. 

Charles   Heiber    &  Co., 
I'hiladelphia. 


Peter    Blumling,  McKees 
Rocks. 


George  K.   Craig,  Phila- 
delphia. 

Joseph  Pinney,  Holland, _ 


Charles    C.    Good  Co. 
North  Girard. 

Average,   


Dannals  Milling  Co.,  Al- 
toona. 


G.  Bostert  &  Sons,  Johns 
town. 


RIvD  Sugared  Chop, 


J.  J.  BADENOCH  CO.,  CHICAGO, 
ILL. 

8360    Gloskoat  Horse  Peed,   


Pnnxsutawney 
Punxsutawney. 


Mills, 


% 

12.30 


12.60 

12.52 
14.89 

15.82 
14.93 

11.76 

17.20 

14.42 

14.59 
15.22 

11.50 
11.07 


% 

10.00 


10.02 
9.69 

9.71 
10.08 

10.34 
10.85 

10.33 

10.40 
10.10 

11.30 
12.52 


S203 


5201 


H    B    CASSEL  &  SON,  PHIL.V 
DELPHIA,  PA. 
Cassels  85  Horse  Peed,   


Omac  Horse  Peed, 


Joshua  Stouffer  &  Son, 
Huntingdon. 


H.   B.   Cassel  and  Son, 
Philadelphia. 


H.   B.   Cassel  and  Son, 
Philadelphia. 


12.13 


14.39 


16.87 


% 

10.00 


10.00 


9.78 


9.57 


10.00 
9.00 

10.00 

10.00 
10.00 
10.00 


10.00 


9.00 


11.53  10.00 


10.00 


9.50 


FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


O 
O 


% 

2.50 


2.00 


2.50 
2.50 

2.50 

2.50 
2.50 
2.50 

2.00 
2.00 


2.00 


2.50 


2.00 


■a 
a 

3 

o 


% 

6.41 


.5.69 

6.05 
9.83 

9.41 
7.25 

8.05 

7.11 

8.99 

7.8n 
7.22 

y.2S 
9.10 


7.45 


5.79 


9.02 


a 
O 


% 
10.00 


10.00 


14.00 
12.00 

12.00 

12.00 
12*00 

10.00 


12.00 


12.00 


16.00 


14.00 


14.00 


2  20 
2  00 

2  07 
1  75 

1  50 

1  45 

2  15 
2  00 
1  80 

1  85 

2  25 

2  10 
2  00 


Certified  Composition. 


2  00 


1  75 


1  65 


Corn,  oats,  barley  al- 
falfa, molasse.s  and 
salt. 

Corn,  oats,  barley,  al- 
falfa, molasses  and 
salt. 


Corn,  oats,  barley,  al- 
falfa, molasses,  and 
salt. 

Mclpsses,  com,  oats, 
oat  shorts,  oat  npid- 
lings,  oat  hulls,  bar- 
ley and  salt. 

Corn,  oats,  barley,  al- 
falfa, molasses  and 
salt. 


Corn,  oats,  barley,  al- 
falfa, molasses  and 
salt. 

Corn,  oats,  barley,  al- 
falfa, molasses  and 
salt.. 

Corn,  oats,  barley,  al- 
falfa, molasses  and 
salt. 


Corn,  oats,  barley,  al- 
falfa, molasses  and 
salt. 


Cracked  corn,  oats,  al- 
falfa, molasses  and 
salt. 


Identified  by  Micro- 
scopical Examination. 


Cracked  corn,  erush'd 
oats,  eru.^hed  b-irley, 
alfalfa  meal  and  mo- 
lasses. 


Cracked  com ,  crushed 
oats,  cane  molasses, 
alfalfa  meal  and  J  of 
1%  salt. 

Cracked  corn,  crushed 
oats,  cane  molasses, 
alfalfa  meal  and  h  of 
1%  salt. 


Barley  not  detected, 


Barley  and  salt  not 
detected.  Found  al- 
so small  amount 
ground  grain  screen- 
ings. 


As  certified. 


Found  also  small 
amount  ^vhole  weed 
seeds. 

Found  also  small 
amount  ground 
gr  a  i  n  screenings, 
small  amount  whole 
weed  seeds  and  trace 
of  barley. 

As  certified,   


As  certified,   

Barley  not  detected,  -- 


Found  also  small 
amount  whole'  weed 
seeds  largely  wild 
oats. 


As  certified. 


Wheat  bran,  ground 
oats,  corn,  feed, 
meal,  corn  gluten 
feed,  ground  barley, 
cottonseed  meal, 
clipped  oat  by- 
product, ground 
grain  screenings, 
small  amount  small 
whole  weed  seeds 
and  molasses. 


Found  also  small 
amount  whole  weed 
seeds. 


Salt  not  detected. 


Salt  not  detected. 


6 


9305 


9260 


9185 


8196 


8700' 


9304' 


8603: 


9144- 


8819' 


892S- 


8360 


9203 


9201 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


£1 


jName  and  Address  of  Manufacturer 
or  Importer  ami  Brand  Name. 


Sampled  From 


o 
3 


.9202 


P220 


8553 


8379 


1)219 


i;cs7 


{U57 


SS31 

9195 
8905 
0056 

8501 
9023 


Omac  Horse  Feed,   

CLOVER    LEAF    MILLING  CO 

BUFFALO,  N.  Y. 
Big  4  Horse  Feed,  

Bli-.ck  Beauty  Horse  Feed,   

Black  Beauty  Horse  Peed,   


Clover  Leaf  Horse  Feed,    

Philadelphia    Special    Horse  Feed 

Philadelphia  Special  Horse  Feed,   

Philadelphia  Special  Horse  Feed,   


THE    CORNO    MILLS    CO.,  ST 

LOtnS,  MO. 
Corno    Sweet  Feed,   

THE    ALBERT    DICKINSON  CO. 

CHICAGO,  ILL. 
Dickinson  Hobby  Horse  Feed,   

Dickinson  Hobby  Horse  Feed,   

Dickinson  Hobby  Horse  Feed,   

Globe  Horse  Feed,   

Globe  Horse  Feed,   

Globe  Horse  Feed,   


H.  B.   Cassel  and  Son, 
Philadelphia. 


Average, 


Charles  Hieber  and  Co. 
Philadelphia. 


•inniata  Feed  and  Flour 
Co.,  Tyrone. 


Simpson  Brothers,  Norris- 
town. 


Average,   

A.  G.  Smith,  Mt.  Union 


Charles  Hieber  and  Co. 
Philadelphia. 


Plymouth   Mill    &  Grain 
Co.,  Plymouth. 


Simpson  Brothers,  Norris 
town. 


Average, 


.1.    H.    Hershberger  and 
Son,  Johnstown. 


.1.  A.  Gualt  Co.,  Kittan- 
ning. 

Hudson  &  Kuhns,  Greens 
burg. 

A.   T.   Sprankle,  DuBois, 


Average, 


Thomas    Hammond,  S. 
Pittsburgh. 

Thomas  Hannon,   S.  S. 
Pittsburgh. 


,Iohn  M.  Porter,  Sharon, 

Average,    10.68  11.29 


Protein. 


■o 
a 


o 


% 

% 

15.09 

8.82 

/  .UU 

15. 9S 

9.20 

17.88 

7.78 

9.00 

14.57 

9.90 

10.00 

14.91 

9.94 

10,00 

14.74 

9.92 

12.38 

10,20 

10.00 

15.50 

8,04 

8.00 

14.57 

8,87 

8  00 

14.97 

9,09 

9.00 

15.01 

8,87 

11.99 

10,80 

10.00 

13.98 

12,20 

9.00 

15.08 

11.38 

9.00 

15.17 

10.46 

9.00 

14.74 

ll,,'-5 

15.67 

10,24 

10,00 

8. 85 

11,75 

10.00 

7.54 

11,83 

10,00 

137 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


■a 

a 

3 


CD 

a 


Cprtifled  Composition. 


Identified  by  Micro- 
scopical Examination. 


% 

2.50 

% 

1  50 

% 

Q 

% 

1 0  rift 

¥ 

1  Ou 

2.40 

9.38 

1  58 

2.38 

2.00 

9.99 

10.00 

1  50 

2.39 

2.00 

8.59 

12.00 

2.15 

2.71 

2.00 

11.02 

12.00 

1  90 

2.K 

9.80 

2.03 

2  15 

2.76 

2.00 

8.93 

12.00 

2.96 

2.00 

5.58 

10.00 

1.80 

2.47 

z .  uu 

(  .  Uo 

10.00 

2  75 

3.18 

2.0O 

7.35 

10.00 

1  fO 

2.87 

6.67 

2  12 

2  00 

2.98 

2.. 50 

7.60 

15.00 

2.49 

1.50 

10.90' 

15.00 

2.05 

2.20 

1.50 

12.  f  8 

15.00 

1  80 

2.13 

1.50 

11.91 

15.00 

2  25 

2.27 

11.83 

2  03 
2  25 

3.22 

2.50 

4.99 

8.00 

4.59 

2.50 

fi.56 

8.00 

2  30 

4.42 

2.50 

7.94 

8.00 

2  25 

4.08 

6.49 

2  27 

Rollerl  oats,  cracked 
corn,  cane  molasses, 
alfalfa  meal,  oat  meal 
mill  by-product,  (oat 
middlings,  oat  short.':, 
oat  hulls)  and  i  of  1% 
salt. 


Cracked  corn, 
oats,  alfalfa 
clipped  oat  by 
molasses  and 
fine  table  salt 

Cracked  corn, 
oats,  alfalfj 
molasses,  J  of 
salt. 

Cra  eked    com , 
oats,  alfalfa 
molasses,  J  of 
salt. 


crimped 
meal. 
produ:t, 

i  of  17c 

crimprd 
meal, 
1%  table 

crimped 
meal, 
1%  table 


Cracked  com,  crimped 
oats,  alfalfa  meal  and 
molas.?€S,  I  of  1%  fin  - 
table  salt. 

Cracked  corn ,  crimped 
oats,  alfalfa  meal, 
clipped  oat  by-product, 
molasses  and  J  of  1% 
fine  table  salt." 

Cracked  corn,  crimped 
oats,  alfalfa  meal, 
clipped  oat  by-product, 
molasses  and  i  of  1% 
fine  table  salt." 

Cracked  corn,  crimprd 
oats,  alfalfa  meal, 
clipped  oat  by-product, 
molasses  and  J  of  1% 
fine  table  salt. 


Rolled  com,  whole 
oats,  alfalfa  meal  and 
molasses. 


Corn,    oats,  molasses, 

alfalfa  meal. 
Corn,     oats,  alfalfa, 

molasses. 
Corn,    oats,  molasses, 

alfalfa  meal. 


Cracked  com,  crushed 
oats,  barley  and  mo- 
lasses. 

Cracked  corn,  cru-^heil 
oats,  barley  and  mo- 
lasses. 

Cracked  com,  crushed 
oats,  barley  and  mo- 
lasses. 


Salt  not  detected. 


Found  also  small 
amount  of  ground 
grain  screcning.-i  and 
small  amount  whole 
weed  seeds. 

As  certified,   

As  certified,   

As  certified,   

As  certified,   


Salt  not  detected. 


As  certified. 


As  certified, 

As  certified , 

As  certified , 

As  certified, 

-Vs  certified. 

As  certified , 

As  certified. 
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TABLE  III— ANALYSES,  OF  SAMPLES  OF 


Protein. 

a 

D 

a 

Niiinc  and  ;\il(Irpss  of  Manufacturer 

sampled  rrom 

at 
q 

or  liiiiiorUT  and  Brand  ^laule. 

Moisture. 

Found. 

Guarantei 

01 'J8 
0RC6 


0322 

fi292 
fSC95 

8405 


Oasis  Horse  Feed, 
Oasis   Horse  Feed, 


DIXIE    MILLS    CO.,     EAST  ST. 

LOUIS,  ILL 
Arehor   Molasses    Horse    and  Mul 
Peed. 

Dixie  Horse  and  Mule  Feed,   

Dixie  Horse  and  Mul'  Feed,   

Dixie  Horse  ami  Mule  Feed,   


THE  EARLY  &  DANLEL  CO.,  CIN- 

OINATl,  OHIO. 
Tuxedo  Chop,   


Morrison  Brothers,  Belle- 
vue. 

Sn^ith  Brothers  Co.,  Ridg- 
way. 

Average,   


J.    W.    Craft    &  Sons, 
Ambler. 

-I.    W.    Craft    &  Sons, 
Ambler. 

A.   C.  Godshall  &  Co., 
Inc.,  Lansdale. 

Woodlawn  Flour  &  Feed 
Co.,  Woodlawn. 

Average,   


JOHN    W.    ESHELMAN    &  SONS, 
LANCASTER,  PA. 
8.562    Eshelman's  CO  Horse  Feed,   


8669 


9182 


E;;helman"s  CO  Horse  Feed, 


Eshelman's  85  Horse  Eeed, 


912G  Eshelman's  85  Hor.sc  Peed, 
8673    Eshelman's  S5  Horse  Peed, 


Charles  Hieber  and  Co. 
Philadelphia. 


H.  M.  Rutter  and  Co., 
New  Holland. 


A.   White  &  Son,  Phila- 
delphia. 


9288 


8871 


9285 


GEORGE  H.  PETZER,  PHILADEL- 
PHIA. PA. 
Empire  Llorse  Feid,   


Empire  Horse  Peed, 


Empire  Horse  Peed, 


Average,   

I.    B.   Graybill,  Refton, 


Paxton    Flour    &  Peed 
Co . ,    Progress . 


Pomona     No.      3  Ex- 
change, West  Chester. 


Average, 


Frank    Cockwill,  Phila- 
delphia. 


Charles     H.  Longcope, 
Fhiladelp'iia. 


Rob  rt  MeCrack.^n,  Phil- 
adilphia. 


13.48 
13.29 
13.38 

12.24 
13.fi3 
12.99 
14.59 
13.73 

15.51 

14.08 

15.77 

14.92 
15.57 

13.32 

15.65 

14.84 

15.46 

17.21 

17.18 


/O 

11.47 
10. S9 
10.93 


10.30 
10.44 
9.71 
10.98 
10.38 

8.16 

10.31 

10.53 


9.00 
9.00 


10.00 
10.00 
10.00 
10.00 


10.00 


10.00 


10.  CO 


10.42 
10.35  9.00 


11.13 


10.66 


10.71 


.64 


9.15 


.82 


9.00 


9.00 


9.00 


9.00 


9.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Pat. 


Fiber. 


-a 
d 
p 
o 


a 


Certified  Composition. 


Identiflid  by  Micro- 
scopical Examination. 


1.50 
1.50 


2.50 
2.50 
2.50 
2.50 

3.00 

2.50 
2.50 

3.00 
3.0O 
3.00 


1.50 


1.50 


1.50 


% 

7.73 
5. 36 
6.54 

5.14 
9.11 
9.13 
9.59 
9.27 

6.48 

8.14 

9.98 

9.06 
6.39 

5.78 

6.44 

6.20 


6.03 


.09 


% 
15.00 

15.00 


12.00 
12.00 
12.00 
12.00 


12.00 


14.00 


14.00 


12.00 


12.00 


12.00 


10.00 


10.00 


10.00 


2  00 
2  50 
2  25 

2  50 
2  00 
1  85 
1  85 

1  90 

2  00 

35  CO 

1  75 

35  00 

2  00 

2  CO 
2  00 
2  CO 
2  00 

1  70 

1  75 


Corn,  oats,  alfalfa 

meal,  molasses. 

Corn,  oats,  alfalfa 

meal,  molasses. 


Ground      com,  oats, 

ground     alfalfa  and 

molasses. 

Ground      corn,  oats, 

ground     alfalfa  and 

molasses. 

Ground      corn,  oats, 

ground     alfalfa  and 

molasses. 

Ground      corn,  oats, 

ground     alfalfa  and 

molasses. 


Wheat  bran,  alfalfa 
meal,  corn,  oats,  bar- 
ley  grains,  molassts. 


Cracked    corn,  crushed 

oats,    cane  molasses. 

alfalfa  meal  and  1  of 

1%  salt. 
Cracked    corn,  crushed 

oats,    cane  molasses. 

alfalfa  meal  and  i  ol 

1%  salt. 


Cracked  corn,  crushed 
oats,  cane  molasses, 
alfalfa  meal,  I  of  1% 
salt. 

Cracked  corn,  crushed 
oats,  cane  molasses, 
alfalfa  mea-i,  i  of  1% 
salt. 

Cracked  corn,  crushed 
oats,  cane  molasses, 
alfalfa  meal,  I  of  1% 
salt. 


Cracked  corn,  crushed 
oats,  clipped  oat  by- 
product, alfalfa  meal, 
molasses,  i  of  1% 
salt. 

Cracked  corn,  crushed 
oats,  clipped  oat  by- 
product, alfalfa  meal, 
molasses,  h  of  1% 
salt. 

Cracked  corn,  crushed 
oats,  clipped  oat  by- 
product, alfalfa  meal, 
molasses,  i  of  1% 
salt. 


As  certifi:d, 
As  ci'rtifi  d. 


As  certified,   

As  certified,   

As  certified,   

Found  also  bariey, 

Barley  not  detected, 
As  certified,   


As  certified. 


Found  also  small 
amount  small  whole 
weed  seeds  largely 
wild  oats. 

As  certified ,   


As  certified. 


Found  also  small 
amount  whole  weed 
seeds. 


Found  also  small 
amount  small  whole 
weed  seeds  and  small 
amount  of  wild 
oats. 

Salt  not  detected,  — . 


TABLE  III— ANALYSES  OF  SAMPLES  OF 


Protein. 

M 

Qi 

a 

a 

Name  and  AfTdress  of  Manufacturer 

Sampled  From 

■6 

« 

or  importer  aiid  lirdid  Name. 

<u 
t-i 

O) 

aj 

FA 

a 

p 

O 

i 

laran 

u 

o 

C5 

8874 


92?8 


,9286 

S875 
S632 


Empire  Horse  Feed, 


Empire  Horse  Feed, 


!3303 


99597 


9287 


9271 


8976 


Fetzer's  Special  Horse  Feed, 

Fetzer's  Special  Horse  Feed, 
Fetzer's  Special  Horse  Feed, 


THE    GAMBRILL    GRAIN  PROD- 
UCTS CO.,  BALTIMORE,  MD. 
GambriU's  Canton  Stock  F<?ed,  — . 


GLOBE  GRAIN  COMPANY,  INC., 

BUFFALO,  N.  Y. 
■Bluo  Ribbon  Horse  Feed,   


H.  E.  McKissick,  Darby, 


Abe  Wolf,   Philadelphia,  18.69 


% 

11.71 


Average, 


Robert  McCracken,  Phil- 
adelphia. 


H.  E.  McKissick,  Darby, 


Vi  oodward  &  Co.,  Upper 
Darby. 


Average, 


GOLDEN    GRAIN    MILLING  CO., 

EAST  ST.  LOUIS,  ILL. 
Energy  Hor-^e  and  Mule  Feed,  _-»-- 


HALES  &  HUNTER  CO.,  CHICA- 
GO, ILL. 
College  Horse  Peed,   


George  K.  Craig, 
dclphia. 


Phila- 


% 
8.56 


9.24 


Kingfalfa  Horse  Feed, 


8917    Kingfalfa  Horse  Peed, 


9263 


8765 


Kingfalfa  Horse  Feed, 


Kingfalfa  Hor.se  Feed, 
*Not  Registered. 


J'fffrson  Flour  &  Feed 
Co.,  Punxsutawney. 


Frank  CockwiU,  Philadel- 
phia. 


Excelsior  Flour   &  Feed 
Co.,  Freedom. 


Keystone     Supply  Co. 
Jeannette. 


McFarland   Supply  Co., 
Greensburg. 

Monaca  Roller  Milis,  Mo- 
naca. 


P.  J.  Oesterling  &  Son, 
Butler. 


Average, 


16.05 
15.02 

14.15 
16.50 

15.22 
13.83 

13.44 

14.18 

13.00 
14.68 

16.41 
12.98 

12.02 
14.02 


9.69 

10.85 
10.45 

10.33 
7.70 

10.93 

9.26 

10.32 
10.43 

10.25 
11.17 

11.14 
10.75 


10.00 


10.00 
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FEEDING  STUFFS  COI.LECTED  IN  1922— Continued. 


Fat. 


3 


Fiber. 


o 


Gcrtifled  Composition. 


Identiflcci  by  Micro- 
seopii-al  iixuiuination. 


% 

1.50 


1.50 


3.00 


.3.00 
3.00 


2.0O 


2.00 


2.50 


2.50 


2.0O 


2. 02  2,00 


2.00 


2.00 


% 
8.77 


7.77 

7.73 
8.17 

6.50 
7.C4 

7.43 
7.62 

10.87 
10.21 


10.00 


10.00 


10.00 


10.00 
10.00 


12.10 


12.00 


10.00 


4.57      10. OO 


.46 


.40 

.00 


.37 
.30 


15.00 


15.00 
15.00 


15.00 


1  75 


1  90 


1  82 

2  00 


1  95 

2  00 


1  98 


2  20 


1  50 


2  00 


2  00 


2  00 


1  90 


2  00 


1  98 


Cracked  corn,  crushed 
oats,  clipped  oat  by- 
product, alfalfa  meal, 
molasses,  a  of  1% 
salt. 

Cracked  corn,  crushed 
oats,  clipped  oat  by- 
product, alfalfa  meal, 
molasses,  i  of  1% 
salt. 


Crushed  oats,  cracked 
corn,  alfalia  meal, 
molass-'s  and  1%  salt. 


Crushed  oats,  cracked 
corn,  alfalfa  meal, 
molasses  and  1%  salt. 

Crushed  oats,  cracked 
corn,  alfalfa  meal, 
molasses  and  1%  salt. 


Cracked  corn,  crimped 
oats,  oat  feed,  oat 
clipps,  by-products, 
cane  molasses  and  i 
of  1%  salt. 


Cracked  corn,  oats, 
barley,  shredded  alfal- 
fa, cane  molasses, 
salt  i  of  1%. 


Cracked  corn,  oats,  al- 
falfa meal,  molasses, 
cl'pptd  oat  by-product 
and  i  of  1%  salt. 


Ground 
oats, 
wheat 
lasses. 

Cracked 
oats, 
clipped 


corn,  rolled 
rolled  barley, 
bran  and  nio- 


eorn,  rolled 
rolled  barley, 
oat  by-iirod- 
net.    alfalfa  and  mo- 
lasses- 

Alfalfa,  molasses, 
cracked  corn,  oats 
and  barley. 

Cracked  corn,  rolled 
oats,  rolled  barley, 
clipped  ont  b.y-prod- 
uct,  alfaWa  and  mo- 
lasses. 

Alfalfa,  molasses, 
crocked  corn,  oats 
and  barley. 


Found  also  whole 
weed  seeds  largely 
wild  oats. 


Salt  not  detected. 
Pound  also  small 
amount  ground 
grain  screenings, 
whole  weed  seeds 
and  trace  of  alfal- 
fa meal. 


Salt  not  detected. 
Found  also  small 
amount  whole  weed- 
seeds  and  trace  of 
alfalfa  meal. 

Found  also  trace 
whole  wei.d  seeds. 

r'ound  also  small 
amount  ground 
grain  screenings. 
Sample  damaged  by 
mould. 


As  certified , 


Barley  not   detected,  8927 


flalt     not     detected.  ,  9287 
Found    also  small 
amount  whole  weed 
seeds. 


As  certified, 


Found  also  small 
amount  whole  weed 
seeds,  largely  wild 
oats. 

As  certified,   


As  certified. 


As  certified. 
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TABLE  III— ANALYSES  OF  SAMPLES  0*F 


■a 

3 

a 


N;niic  aad  Address  of  Manufacturer 
ui-  iiiUiOi-Lcr  and  Biuud  iSaiQe. 


Sampled  Prom 


9216 
8665 
928i 
9281 

8483 
S79S 
8666 

9283 

8759 

8484 
8869 

929S 
9277 

9306 
9217 

8662 


0WIGHT  HAMLIN,  TNC,  PITTS- 
BURGH, PA. 

Centur.y  Horse  Peed,  


Century  Horse  Peed, 


Century  Horse  Peed, 


Century  Horse  Peed, 


Hamlin's  Mixer  Peed,   

Hamlin's  Quality  Peed,   

Hamlin's  Special  Horse  Peed,  - 

Hamlin's  Special  Horse  Peed,  - 

H.  &  S.  Horse  and  Mule  Peed, 


Heavy  Grain  Quality  Peed, 
Heavy  Grain  Quality  Peed, 


Greer  Brothers,  Philadel- 
phia. 


Prod  L.   Lemont,  Phila- 
delphia. 


Robert  MeCracken,  Phil- 
adelphia. 


Max  Supowitz,  Philadel- 
phia. 


Average, 


-Jumbo  Horse  Peed, 


.Jumbo  Horse  Peed, 


Woodward  &  Co.,  Phila- 
delphia. 

Biinersburg  Milling  Co., 
Rimersburg. 

Pred  L.  Lemont,  Phila- 
delphia. 

Max  Supowitz,  Philadel- 
phia. 

Average,   


David     MeMullin,  Jr., 
Philadelphia. 


Woodward  &  Co. ,  Phila- 
delphia. 

Woodward  &  Co.,  Dar- 
by. 

Average,   


Keystone  liorse  Peed, 
Keystone  Horse  Peed, 
Keystone  Horse  Peed, 


GfoTge     0.  Gallagher, 
Philadelphia. 


Abe  Wolf,  Philadelphia, 


o 


Protein. 


a 

3 

o 


3 

C5 


Average, 


George  K.   Craig,  Phila- 
delphia. 

Greir  Brothers,  Philadel- 
phia. 

Pred  Jj.   Lemont,  Phila- 
delphia. 


% 

% 

% 

16.30 

i  .Do 

6  00 

17,63 

6.99 

6.00 

15.24 

D.vU 

20.13 

7.99 

6.00 

17.82 

7.68 

19.19 

5.30 

10.73 

10.11 

9.00 

19.91 

8.65 

9.00 

16.87 

8.44 

9.00 

18.39 

■  8.55 

13.09 

14.02 

12.00 

15.60 

11.03 

9.  CO 

16.10 

10.88 

9.00 

10.85 

10.96 

18.24 

6. 98 

5.00 

24.89 

8.08 

5.0O 

21.56 

7.53 

14.30 

10.19 

7.00 

13.87 

9.93 

7.00 

17.37 

9.06 

7.00 
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FEEDING  STUFFS  COLLECTED  IN  1022— Continued. 


Fat. 


Fiber. 


a 

3 

o 


Certified  Composition. 


Identified  by  ilicro- 
scopieal  Examinatiuu. 


J3 
O 


% 

1.60  ' 


1.47 


2.U 

1.79 
O.Sl 
1.75 
2.69 

2.35 
2.52 
2.63 


1.66 
1.57 
1.62 
1.8S 

l.i6 

1.67  i 
3.46 

3.30 

3.53 


% 

2.00 


2.00 


2.00 


2.00 


% 


1.50 
1.50 


1.50 


2.00 


1..50 
1.25 


1.00 


1.00 


.61 


8.02 


7.74 


7.80 
7.&8 
10.84 
8.10 


9.48 
8.79 
12.04 


13.02 
11.31 
12.16 
7.35 


% 
10.00 


lO.OO 


10.00 


10.00 


14.00 
14.00 


10.00 


12.00 


14.00 
14.00 


1.00  I 

1.00  j 
1.00  i 


7.07 
7.22 

7.98 

5.74 


10.00 
10.00 

10.00 
10.00 
10.00 


? 

1  50 


1  65 


1  75 


1  50 


1  60 

1  30 

2  75 
1  SO 

1  90 
1  85 
44  00 


1.85 
2.60 
2.22 
1.50 

1.80 

1  65 
2.10 

3. So 

1.80 


Com,  oats, 
meal,  oat 
by-products, 
shorts,  oat 
oat  hulls), 

Com,  oats, 
meal,  oat 
by-products , 
shorts,  oat 
oat  huUs), 

Corn,  oats, 
meal,  oat 
by-products, 
shorts,  oat 
oat  bulls). 

Com,  oats, 
meal,  oat 
by-productSj 
shorts,  oat 

■  oat  hulls). 


alfalfa 
meal  mill 

(oat 
middlings, 
molasses, 
alfalfa 
meal  mill 

(o  a  t 
middlings, 
molasses, 
alfalfa 
meal  mill 

(oat 
middlings, 
molasses, 
alfalfa 
meal  mill 

(oat 
middlings, 
molasses. 


Alfalfa  meal,  molasses 

and  oat  hulls. 
Corn,  oats,  alfalfa  and 

cane  syrup. 
Corn,  oats,  alfalfa  and 

molasses. 


Corn,  oats,  alfalfa  and 
molasses. 


Crushed  flaxseed  meal, 
old  process  oil  meal, 
cottonseed  meal,  dried 
brewers'  grains,  alfal- 
fa meal,  pure  cane 
molasses,  *  of  l"vo 
salt. 

Corn,  oats,  alfalfa  and 

cane  syrup. 
Corn,  oats,  alfalfa  and 

cane  syrup. 


Corn,  oats,  oatmeal 
miU  by-products,  (oat 
shorts,  oat  middl- 
ings, oat  hulls) ,  mo- 
lasses. 

Corn,  oats,  oatmeal 
mill  by-prcducts,  (o^t 
shorts,  oat  middl- 
ings, oat  hulls),  mo- 
lasses. 


Com,  oats,  alfalfa 
meal,  molasses  and  J 
of  1%  salt. 

Com,  oats,  alfalfa 
meal,  mola'ses  and  i 
of  1%  salt. 

Com,  oats,  alfalfa 
meal,  pure  cane  mo- 
lasses and  i  of  1% 
salt. 


As  certified,    9216 


As  certified,  


86G5 


Alfalfa  meal  not  de-  9284 
tected. 


Alfalfa  meal  not  de-  9281 
tected. 


As  certified,   

As  certified,    8793 

Found  also  oat  meal 
mill  by-product, 
(middlings  and 
hulls) . 

As  certified,   


Found      also      malt  8759 
sprouts . 


As  certified. 
As  certified. 

As  certified , 


As  certified,    9277 


8484 


9298 


Salt  not  detected, 
Salt  not  detected , 
Salt  not  detected. 


9306 
9217 
8662 
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TABLE  III— ANALYSES  O'F  SAMPLES  OF 


Name  ami  Address  of  Manufp.clurer 
or  I.iipc-r^er  and   Br;<nd  Name. 


Sampled  From 


Protein. 


a 


Q 


9212 


8485 


0.307 


9249 

8780 

94.39 

8333 

8501 
8935 

9179 

8310 

8450 

8796 

9312 


9192 


Keystone  Horse  Peed,   

Special  Molasses  Teed,   

Superfine  Horse  Feed,   

Superfine  Horse  Peed,   

ILLINOIS    PEED     &  ELEVATOR 

CO.,  BLOOMINGTON,  ILL. 
Illinois  Horse  Feed  85%  Grain,   

INTERNATIONAL     SUGAR  PEED 

00.,  MINNEAPOLIS,  MINN. 
International  Horse  Peed,   

.JOHNSON   &   OOMPANT,  PRANK- 
LIN,  PA. 
Molasses  Horse  Peed,   

CHARLES    A.    KRATTSE  MILLING 

CO..   MILWAUKEE,  WIS. 
Badger  Crescent  Horse  Peed  No.  4, 

Krause  Horse  Feed,   

Krause  Horse  Peed,   

Krause  Horse  Feed,   

Krause  Horse  Feed,   

Krause  Horse  Peed,   

Krause  Horse  Peed,   — - 

Pep  Horse  Peed,   

Pep  Horse  Peed,   


Walton  Brothers,  Phila- 
delphia. 


Average, 


Woodward  &  Co. ,  Phila- 
delphia. 


George  K.   Craig,  Phila- 
delphia. 

Max  Supowitz,  Philadel- 
phia. 

Avi'rage,   


Parnicrs'  Milling  Corpor- 
ation, Washington. 


H.   P.    Gelbach,  Evans 
City. 


Johnson     &  Company, 
Franklin. 


.Tos"rih    Web.O'r,  Philadel- 
phia. 


z\dam  Diehl's  Sons,  Inc., 
S.  Pittsburgh. 

.1.  J.  Gleichart  &  Com- 
pany, Altoona. 

I.  B.  Graybill,  Refton,  _ 


Prrry  &  Henderson,  Con- 
nrllsville. 

W.        H.  Rhoads,  Nor- 
rir.town. 

R.  C.  Wilson,  Dayton,,- 


Average, 


I 


Frank  C.  Lewis,  Doyles- 
town . 


New  Oa=tle,  Peed  &  Coal 
Co.,  New  Castle. 


% 
13.77 


14.82 
15.16 


13.43 
15.25 
14.34 

13.02 

19.03 

7.53 

14.85 

14.85 
14.31 

14.33 

13.15 

14.34 

13.85 

14.13 
12.72 


13.90 


7& 
9.96 


9.79 
6.31 


10.33 
10.09 
10.21 

10.42 

9.84 

10.69 

8.16 

10.43 
11.51 

10.47 

12.46 

10.50 

11.49 

11.14 
9.47 


10.56 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


3 


■a 
d 

3 
O 


% 

1.00 


2,00 


1.50 
1.51) 


2.50 


S..50 


1.50 


2.50 
2  .50 


2.50 
e.50 
2.50 


2.92 
3.26 


.45 


3.00 


% 
7.81 


7.18 
12.36 

6.57 
6.52 
6.54 

5.63 

7.27 

5,82 

11.76 

7.26 
6.84 

7.42 

7.37 

6,90 

7.50 

7.21 

0,85 


% 
10.00 


10.00 


10.00 
10.00 


12.00 


.00 


10.00 

10.00 
10.00 

10.00 

10,00 

10.00 

10.00 


5.15 


10.00 


10,00 


Certified  Composition. 


Identiflcd  by  Micro- 
scopical Examination. 


32.00 

36.75 
1.75 

2.15 
1.95 
2.05 

2  00 


1,90 

1.95 

1.40 

1.75 
2.25 

2.00 

2.00 

1,S0. 

2,50 

2,05 
2,00 


Com,  oats,  alfalfa 
meal,  molasses  and  i 
of   1%  salt. 


Cracked  corn,  crusher! 
oats,  reground  oat 
feed  (oat  shorts,  oat 
middlings,  oat  hulls), 
pure  cane  molasse,s 
and  i  of  1%  salt. 

Com,  oats,  old  process 


oil  meal,  alfalfa  and 
molasses. 

old  process 
alfalfa  and 


Corn,  oats 
oil  meal, 
molasses. 


Cracked  com,  crushed 

oats,  alfalfa  roeal, 

harley,  molasses  and 
salt. 


Crushed  oats,  cracked 
corn,  alfalfa  meal, 
molasses. 


Corn,    oats,  molasses 
and    wheat  bran. 


Com,  oats,  molasses, 
salt,  oatmeal  mill  by- 
products, (oat  hulls, 
oat  shorts,  oat  mid- 
dlings),  alfalfa  meal. 

Com,  oats,  alfalfa, 
m.olasses  and  salt. 

Corn,  oats,  alfalfa 
meal,  molasses  and 
salt. 

Com, 
meal, 
salt. 

Corn, 
meal, 
salt. 

Corn, 
meal, 
salt. 

Corn, 
meal, 
salt. 


2.00 


oats,  alfalfa 
molasses  and 

oats,  alfalfa 
molasses  and 

oats,  alfalfa 
molasses  and 

oats,  alfalfa 
mola.sses  and 


Com, 
meal, 
salt. 


Corn, 
meal, 
salt. 


oats,  alfalfa 
molasses  and 


oats,  alfalfa 
molasses  and 


Salt  not  detected. 


As  certified, 


As  certified,   

Alfalfa  small  amount, 

Barl."y  not  detected. 
As  certified,   


As  certified, 


Largely  oat  meal  mill 
by-product,  (o  a  t 
middlings  and  oat 
hulls). 


As  certified. 
As  certified, 


9212 
8485 

9307 
9282 

9249 

8780 
9439 


As  certified. 

As  certified. 

As  certified. 

As  certified. 


Alfalfa  meal  and  salt 
not  detected.  Found 
also  flax  plant  re- 
fuse, small  amount 
ground  grain  screen- 
ings and  small 
amount  small  ■whole 
weed  seeds . 

Salt  not  detected, 


8501 
8935 

9179 

8910 

8450 

8796 

9312 


9192 


Bill.— 376— 10 
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■fit 

a 
§ 


■a 


Name  and  Address  of  Manufacturer 
.  r  Importer  and  Hiynd  Name. 


Sampled  From 


Protein. 


■a 
a 


o 


o 


S1209 


9541 


Pop  Horse  Peed, 


Pill  Mor  Horse  Peed, 


8751 


3762 


0213 


S4'^2 


87(33 


9211 


8m 


■92X1 


:?>764 


Sugared  Badger  Stock  Feed, 


LANCASTER  MILL  *  EI/EVATOR 

CO.,  LANCASTER,  PA. 
LaneastT  Horse  Feed,   


Lancaster  Special  Horse  Feed, 


Lancaster  Special  Horse  Feed, 


Liberty  Horse  Feed, 


Liberty  Horse  Feed, 


Liberty  Horse  Feed, 


LibTty  Horse  Feed, 


Walton   Brothers,  Phila- 
delpliia. 


Average, 


"Walton  Brothers,  Phila- 
delphia. 


Farmers'    Exchange,  In- 
diana. 


Great  Valley  Mills,  Inc. 
Paoli. 


Walton  Brothers,  Phila- 
delphia. 


Walton   Brothers,  Phila- 
delphia. 


% 

15.06 


13.  S9 
14.05 

9.35 


Ri-d  Rose  Horse  Feed  85%  Grain, 
Red  Rose  Horsi>  Feed  85%  Grain, 


Average, 


John   G.    Sehaal's  Sons, 
Philadelphia. 


Walton  Brothers,  Phila- 
delphia. 


Walton   Brothers,  Phila- 
delphia. 


Woodward  &  Co.,  Phila- 
delphia . 


Average, 


George     C.  Gallagher, 
Philadelphia. 


John   G.    Sehaal's  Sons, 
Philadelphia. 


Red  Rose  Horse  Feed  85%  Grain,        :   «  iilton   Brolhi'rs,  Phila 

delphia. 


17.11 

16.94 

14.41 

15.67 
7.10 

15.81 

15.45 

17.. 50 

13.96 
14.62 

14.89 

17.56 


% 

9.40 


9.81 
7.92 

9.31 


10.01 

9.38 

9.73 

9.56 
8.25 

8.95 

8.23 

8.04 

8.37 
9.99 

10.18 

9.35 
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'FEEiDING  STUFFS  COLLECTED  IN  1922— Continued. 


•Pat. 


Fiber. 


•a 


% 

2.92 


3.21 
1.61 


3.55 


2.24 

2.57 

2.87 

2.72 
2.33 

2.46 

2.31 

2.15 

2.31 
3.91 

3.49 

2.93 


■a 
a 

3 
O 


3 


Certified  Composition. 


Identified  by  Micro- 
soopJca]  Examination. 


S 

3 


O 


% 

3.00 


1.00 


3.00 


2.50 


2.50 


2.50 


2.00 


2.00 


2.0O 


2.00 


3.00 


3.00 


3.00 


8.65 


6.88 


10.98 


11.76 


% 

10.00 


12.00 


10.  OO 


10.46 

7.37 

7.57 

7.47 
7.62 

6.97 

7.81 

6.15 

7.13 
7.38 

5.82 

7.59 


14.00 


14.00 


14.00 


32.00 


37.33 


24.00 


1.85 


10.00 


14.00 


14.00 


14.00 


12.00 


14.00 


12.00 


38.00 


32.00 


31.50 


31.75 


1.50 


27.00 


27.00 


1.60 


29.00 


2.00 


1.75 


35.00 


Corn, 
meal, 
salt. 


oats,  allalfa 
molasses  and 


Corn,  oats,  molasses, 
alfalfa  meal,  oat 
meal  mill  by-product, 
(oat  middlings,  oat 
hulls,  oat  shorts), 
flax  plant  by-product 
and  salt. 
Badger  hominy  feed, 
corn,  oat  meal  mill 
by-product,  (oat 
hulls,  oat  middlings, 
oat  shorts),  molasses 
and  salt. 


Cracked 
oats, 
alfalfa 
of  1% 

Cracked 
oats, 
alfalfa 
of  1% 

Cracked 
oats, 
alfalfa 
of  1% 


corn,  crushed 
cane  molasses, 
meal,    and  i 
salt. 

corn,  crushed 
cane  molasses, 
meal,    and  | 
salt. 

corn,  crushed 
cane  molasses, 
meal,    and  i 
salt. 


Cracked  com,  cane  mo- 
lasses, crushed  oats, 
oatmeal  mill  by-prod- 
uct, alfalfa  meal  and 
I  of  1%  salt. 

Cracked  corn,  crushed 
oats,  cane  molasses, 
clipped  oat  by-prod- 
uct, alfalfa  meal,  4 
of  1%  salt. 

Cracked  corn,  crushed 
oats,  cane  molasses, 
clipped  oat  by-prod- 
uct, alfalfa  meal,  i 
of  1%  salt. 

Cracked  com,  crashed 
oats,  cane  molasses, 
clipped  oat  by-prod- 
uct, alfalfa  meal,  i 
of  1%  salt. 


Cracked 
oats, 
alfalfa 
salt. 

Cracked 
oats, 
alfalfa 
salt. 

Cracked 
oats, 
alfalfa 
salt. 


corn, 
cane 
meal 

corn 
cane 
meal 

com 
cane 
meal 


,  crashed 
molasses, 
,  i  of  1% 

,  crushed 
molasses, 
,  h  of  1% 

,  crushed 
molasses, 
,  i  of  1% 


Salt  not  detected. 
Pound  also  small 
amount  ground 
grain  screenings. 


Flax  plant  refuse  not 
detected. 


Found  also 
seed  meal. 


As  certified. 


As  certified. 


cotton- 


Salt  not  detected. 


As  certified. 


9209 


8760> 


95411 


Found  also  large 
amount  ground 
grain  screenings. 


Salt  not  detected,  — - 


Clipped  oat  by-prod- 
uct not  detected. 
Found  alFO  oat 
meal  mill  by-prod- 
uct. 


Salt  not  detected, 


As  C(>rtified, 


Salt  not  detected,  — 


8751 


8762 


9218 


8'492 


8763 


9211 


9299- 


8493. 


8764; 
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TABLE  III— ANALYSES  OF  SAMPLES  OF' 


a 

a 


Si 


Name  and  Address  of  Manufaeturer 
or  Iiiiporter  and  Bri^nd  Name. 


Protein. 


i 

-p 

Moistui 

. 

•d 

0 

a 

/a 

3 
O 

Eh 

53 

a 

% 

14.25 

/O 

10.15 

/o 

9.00 

14.45 

10.35 

lo.oa 

18.34 

10.32 

9.00 

15.68 

10.06 

18.90 

8.13 

7.00 

17.14 

,  10.07 

lO.OO 

14.49 

9.66 

9.00 

18.22 

10.45 

9.00 

16.35 

10.06 

12.16 

11.62 

9.50 

8.32 

12.44 

8.00 

13.93 

10.65 

10.00 

14.84 

10.27 

10.00 

15.27 

10.84 

10.00 

15.05 

10.. 56 

16.37 

9.96 

10.00 

14.66 

10.55 

10.00 

15.51 

10.26 

11.17 

10.71 

1 

10.00 

9210 


8183 


8867 


8S65 


8603 


8670 
8491 


9425 


9519 


9624 
8482 
8C64 


0240 
8742 


8823 


Red  Rose  Horse  Peed  85%  Grain, 
Red  Rose  Horse  Peed  85%  Grain, 
Red  Rose  Horse  Peed  85%^  Grain, 


Tally-Ho  Horse  Peed,   

PREI>   L.    LEMONT,  PHILADEL- 
PHIA, PA. 

Lemont's  85  Horse  Peed,  .  — .  

THE      McMILLEN      CO.,  PORT 

WAYNE,  IND. 
Wayne  Special  Horse  Peed,   

Wayne  Special  Horse  Peed,   


Wayne  Supreme  Horse  Peed, 


NOWAK  MILLING  CORPORATION, 

BUFPALO,  N.  T. 
Domino  Vim-O-Lcne  Horse  Peed, 


OMAHA  ALFALFA  MILLING  CO. 

OMAHA,  NEB. 
Peerless  Horse  Peed,   


Perfection  Horse  Feed; 
Perfection  Horse  Peed, 


PARK    &•    POLLARD  COMPANY, 

BUFFALO,  N,.  Y. 
P.    &   P.   Molasses  Alfalfa  Horse 
Peed. 

P.    &   P.    Molasses  Alfalfa  Horse 
Peed. 


M.   C.   PETERS  MTT.L  CO.,  OMA- 
HA, NEB. 
Peters'  Arab  Horse  Peed,   


Walton  Brothers,  Phila- 
delphia. 


Woodward  &  Co.,  Phila- 
delphia. 


Woodward  <fc  Co.,  Phila- 
delphia. 


Average, 


\\'oodward  &  Co.,  Phila- 
delphia. 


Fred  L.   Lemont,  Phila- 
d  Iphia. 


C'haries     H.  Longcope, 
Philadelphia. 

.John  G.    Schaal's  Sons, 
Philadelphia. 


Average, 


J.  M.  Hoagland  &  Co., 
Sharon. 


J!uth     Brothers,  Eliza- 
bethtown. 


Adrim  Uiehl's  Sons,  Inc., 
S.  S  Pittsburgh. 

Wrodward  &  Co.,  Phila- 
delphia. 

Woodward  &  Co.,  Phila- 
delphia. 

Average,   


Csnonsburg  Milling  Co., 
Canonsburg. 

H.    .1.    Klingler   &  Co., 
Butler. 


Average, 


Swrpe    Brothers,  Johns- 
town. 


FEEDING  STUFFS  COLLECTED  IN  1922— Cuiitiimea. 


Fat. 


Fiber. 


•V 

a 

03 

C5 


d 

3 
O 


Certified  Composition. 


% 

4.00 

% 

3.0O 

% 
6.95 

% 

12.00 

33.00 

3.37 

3.00 

6.91 

14.00 

1.90 

1  3.50 

3.00 

0.25 

12.00 

1.95 

j  3.54 
1  1.80 

36.67 

2.00 

6.88 

10.00 

1.50 

3.45 

3.00 

4.80 

10.00 

1.S5 

1 

3.14 

3.00 

5.04 

10.00 

1.85 

3.68 

3.00 

5.07 

10.00 

1.75 

3.41 
4.46 

1 

5.05 

1.80 

3.50 

6.57 

7.00 

2.00 

4.04 

2.00 

6.54 

9.00 

1.85 

3.00 

1.50 

6.87 

12.00 

2.00 

3.04 

2.00 

6.71 

12.00 

2.00 

3.11 

2.00 

7.78 

12.00 

2.10 

3.08 
3.45 

2.05 

2.00 

8.57 

14.00 

2.10 

2.79 

2.00 

8.04 

14.00 

1 

1.75 

3.12 
2.79 

8.30 

1.93 

2.00 

9.15 

15.00 

2.00 

Cracked 
oats, 
altaifa 
salt. 

Cracked 
oats, 
alfalfa 
salt. 

Cracked 
oats, 
alfalfa 
salt. 


com 
cane 
meal 

corn 
cane 
meal 

corn 
cane 
meal 


,  crushed 
molasses, 
,  i  of  1% 

,  crushed 
molasses, 
,  4  of  1% 

,  crushed 
molasses, 
,  J  of  1% 


Cracked  com,  cane  mo- 
lasses, crushed  oats, 
oatmeal  miU  by-prod- 
uct, alfalfa  meal  and 
4  of  1%  salt. 


Cracked  com,  oats, 
cane  molasses,  alfalfa 
meal  and  h  of  1% 
salt. 


Rolled  corn ,  rolled 
oats,  alfalfa  and  mo- 
lasses. 

Rolled  corn,  rolled 
oats,  alfalfa  and  mo- 
lasses. 


Rolled  corn,  rolled 
oats,  wheat  bran  and 
molasses. 


Crushed  oats,  cracked 
corn,  corn  feed  meal, 
wheat  bran,  salt  i  of 
1%,  molasses. 


molasses. 
Corn,      oats,  alfalfa 

meal,  molasses. 
Corn,      oats,  alfalfa 

meal,  molasses. 


Cracked  corn,  crushed 
oats,  crushed  barley, 
alfalfa  meal  and  mo- 
lasses. 

Cracked  corn,  crushed 
oats,  crushed  barley, 
alfalfa  meal  and  mo- 
lasses. 


Idontilled  by  Micro- 
scopical Examination. 


As  certified , 


As  certified, 


As  certified. 


As  certified. 


Corn,  alfalfa, 
molasses. 


oats. 


Salt  not  detected. 
Sample  mouldy  and 
damaged. 


As  certified,   

As  certified,   

As  certified,   

Salt  not  detected,  — 


As  certified. 
As  certified, 
.A.s  certified. 


Barley  not  detected. 


Barley   not  detected. 


9210 
8483 
8867 

8865 

8663 

8670 
8491 

9425 

9519 


9624 
8482 
8864 


9240 


8742 


As  certified. 


8823 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 


S3 

o 


Name  and  Address  of  Manufacturer 
or  Importer  and  lir:  iid  Ni.me. 


Sampled  From 


o 


Protein. 


-a 
o 

o 


9169 
9171 

9619 

9035 

8704 

93i7 

8615 


9267 


8444 


8790 


9300 


PRAIRIE    STATE    MILLING  CO., 

CHICAGO,  ILL. 
Apex  Horse  Peed,   

Emerald  Horse  Peed,   

Emerald  Horse  Peed,   

Emerald  Horse  Peed,   

Emerald  Horse  Peed,   

Lo.xington  Horse  Peed,     

THE  QUAKER   OATS   CO.,  CHI- 
CAGO, ILL. 

Green  Cross  Horse  Peed,   

Green  Cross  Horse  Peed,   

Green  Cross  Horse  Peed,   

Green  Cross  Horse  Peed,   

Green  Cross  Horse  Peed,   


Wm.   Fischer's  Sons,  N. 
S.  Pittsburgh. 

Wm.  Pischer's  Sons,  N. 
S.  Pittsburgh. 


Edward  Henning,   S.  S. 
Pittsburgh. 


Johnson  &  Smith,  Wil- 
kinsburg. 


Alex  Williamson,  W.  E. 
Pittsburgh. 


Average, 


Homestead  Pruit  &  Pro- 
duct  Co.,  Munhall. 


Albion   Milling   Co.,  Al 
bion. 


% 

14.64 


16.17 


13.58 


15.68 


17.26 


% 

11.36 


11.18 


10.78  8.00 


10. 5S 


10.71 


15.67  10.81 


14.02 


13.27 


BcChtel  Co.,  Monaca,  -„  14.53 


Jos.  pti  Burkholder,  Hum- 
melstown. 


Willlnm     Pairlie,  East 
Brady. 


George     C.  Gallagher, 
Philadelphia. 


14.32 


12.36 


13.52 


8.58 


9.43 


10.82 


10. 6S 


12.13 


10.36 


151 

FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


o 


70 

2.31 
2.06 


2.04 


2. .39        2.00        "J. 51 


2.39 
2.28 


2.58 


3.27 


2.73 


■2 


3 
0 


Fiber. 


■a 
a 


o 


Certified  Composition. 


2.00  9.92 
2.00  10.33 


3.06  2.00 


3.07 


2.00 


7.85 


10.17 


2.00 


2.50 


9.46 
11.91 


9.12 


% 

15.00 


15.00 


10.00 


15.00 


15.00 


2.50 


.60 


20.00 


12.00 


l.SO 


1.75 


2.00 


1.75 


1.75 


1.81 


1  90 


1  90 


2.50 


9.29 


12.00 


1.95 


12.00 


3  19 


2.50 


2.50 


10.44 


12.00 


2.00 


10.91 


12.00 


2.50 


Mentifled  by  Miero- 
scopical  Examination, 


Ground  oats,  cracked 
corn,  barley,  alfalfa 
meal  and  molasses. 

Crushed  oats,  sifted 
cracked  com,  crushed 
barley,  alfalfa  meal 
and  molasses. 

Crimped  oats,  sifted 
cracked  corn,  crimped 
barley,  alfalfa  meal 
and  molasses. 

Crimped  oats,  sifted 
cracked  corn,  crimped 
.barley,  alfalfa  meal 
and  molasses. 

Crimped  oats,  sifted 
cracked  corn,  crimped 
barley,  alfalfa  meal 
and  molasses. 


Crimped  oats,  cracked 
com,  barley  screen- 
ings, alfalfa  meal, 
oat  shorts,  oat  feed 
and  molasses. 


Cracked   corn,  cmshed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa   meal,    oat  meal 
mill  by-products, 
(oat    middlings,  oat 
shorts,   oat  hulls),  3 
of  1%  salt. 
Cracked    corn,  crushed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa   meal,    oat  meal 
mill  by-products, 
(oat    middlings,  oat 
hulls,   oat  shorts),  i 
of  1%  salt. 
Cracked   corn,  crashed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa   meal,     oat  meal 
mill  by-products, 
(oat    middlings,  oat 
shorts,   oat  hulls),  % 
of  1%  salt. 
Cracked    corn,  crashed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa   meal,     oat  meal 
mill  by-products, 
(oat    middlings,  oat 
shorts,   oat  hulls),  i 
of  1%  salt. 

2.00  Cracked  corn,  crushed 
oats,  cottonsefld 
meal,  molasses,  alfal- 
fa meal,  oat  meal 
mill  by-products, 
(oat  middlings,  oat 
shorts,  oat  hulls),  i 
of  1%  salt. 


As  certified,    9169 


■Barley   not  detected, 


Barley   not  detected. 


Crimped  barley 
detected. 


not 


As  certified. 


As  certified. 


As  certified. 


9171 


9619 


9035 


8704 


9347 


8615 


Salt  not  detected. 


As  certified. 


9267 


8444 


Found  also  small 
amount  ground 
grain  screenings. 


Salt  not  detected. 


8790 


9300 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Br;  nd  Name. 


Sampled  Piom 


Protein. 


3 

o 


9364 


Green  Cross  Horse  Feed, 


Green  Cross  Horse  Feed, 


9544 


Green  Cross  Horse  Feed, 


8447 


9205 


Green  Cross  Horse  Feed, 


Green  Cross  Horse  Feed, 


8986 


Sugared  Schumacher  Feed, 


9308 


Sugared  Schumacher  Feed, 


King     Brothers,  Union- 
town. 


King  Feed  Co.,  Williams- 
port. 


L.    M.   Lewis,  Indiana, 


W.   &  H.  Rhoads,  Nor- 
ristown. 


Walton   Brothers,  Phila- 
delphia . 


Average, 


Dayton  Milling  Co. 
wanda. 


To- 


Frank  C.  Lewis,  Doyles- 
town. 


% 

14.09 


16.64 


11.81 


14.89 


15.33 


14.07 
8.74 


7.85 


% 
W.3 


10.65 


10.59 


10.05 


10.15 


10,58 
11.00 


10.69 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


o 


2.46 


O 

% 

2.50 


o 


% 

1U.53 


3 


Certifled  Composition. 


Identified  by  Micro- 
scopical Examination. 


% 
12.00 


2.00 


3.0C 


2.50 


9.9i 


12.00 


3.40 


3.18 


2.50 


9.01 


12.00 


2.25 


2.03 


2.50 


11.  GO 


12.00 


3.0O 


2.50 


9.15 


12.00 


32.00 


2.86 
4.27 


3.25 


9.85 
9.12 


12.00 


48  00 
1.85 


.47 


S.25 


10.42 


12.00 


1.70 


Cracked  corn,  crushed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa meal,  oat  meal 
mill  by-products, 
(oat  middlings,  oat 
shorts,  oat  huUs),  i 
of  1%  salt. 

Cracked  com,  crushed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa meal,  oat  meal 
mill  by-products, 
(oat  middlings,  oat 
shorts,  oat  hulls),  1 
of  1%  salt. 

Cracked  corn,  crushed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa meal,  oat  meal 
mill  b  y-p  r  o  d  u  c  t  s, 
(oat  middlings,  oat 
hulls,  oat  shorts),  i 
of  1%  salt. 

Cracked  corn,  crushed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa meal,  oat  meal 
mill  by-products, 
(oat  middlings,  oat 
shorts,  oat  hulls),  | 
of  1%  salt. 

Cracked  corn ,  crushed 
oats,  cottonseed 
meal,  molasses,  alfal- 
fa meal,  oat  meal 
mill  b  y-p  r  o  d  u  c  t  s, 
(oat  middlings,  oat 
shorts,  oat  huUs),  i 
of  1%  salt. 


Ground  com,  hominy 
feed,  yeUow  hominy 
feed  ground  barley, 
molasses,  cottonseed 
meal,  old  process  lin- 
seed oil  meal,  low 
grade  wheat  flour, 
wheat  bran  and  wheat 
middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill  run),  oatmeal 
mill  by-product  (oat 
middlings,  oat  shorts. 


oat  hulls), 
salt. 
Ground  corn, 
feed ,  yellow 
feed,  ground 
molasses, 
meal,  old 


of  1% 


hominy 
hominy 
barley, 
cottonseed 
process  lin- 


seed oil  meal,  low 
grade  wheat  flour, 
wheat  bran  and  wheat 
middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill  run),  oat  meal 
mill  by-product,  (oat 
middlings,  oat  shorts, 
oat  hulls),  and  |  of 
1%  salt. 


As  certified. 


Salt  not  detected, 


8966 


As  certified. 


As  certifled. 


9364 


9544 


8447 


Salt  not  detected. 


As  certifled, 


As  certifled, 


9205 


9308 


TABLE  III— ANALYSES  OF  SAMPLES  Oi- 


Name  iind  Address  of  Manufacturer 
01-  Importer  and  Brand  J^ame. 


Protein. 


■a 

a 
o 
o 


9455 


Sugared  Schumacher  Peed, 


8902 
9420 

8890 

8943 

9352 

875S 

9204 

90C2 


RALSTON-PURINA  CO.,  INC.,  ST. 

lOUIS,  MO. 
Purina  Peed  with  Molasses,   


Purina  0-MoIene  Peed, 


Purina  0-Molcne  Peed, 


Purina  0-Molene  Peed, 


Purina  0-Molene  Feed, 


Purina  0-MoIene  Peed, 


Purina  0-Molene  Peed, 


Purina  0-Molene  Peed, 


9003    Purina  O-Molene  Peed, 


8497 
8433 

9280 

9369 


Purina  0-Molcne  Peed, 
Purina  0-Molene  Peed, 

Purina  0-Molene  Peed, 

Purina  0-Molene  Peed, 


Preston  &  Jaquish,  Troy, 


% 
7.16 


Average, 


L.      W.  Danenhower, 
Southampton. 

Boyd  Milling  Co.,  Shar- 
on. 


S.  S    Detweiler,  Quaker- 
town. 


Pay  Milling  Co.,  Holli- 
daysburg. 


Kuabe  Brothers,  Turtle 
Creek. 


David      McMullin,  Jr., 
Philadelphia. 


Pavid     McMullin ,     Jr. , 
Philadelphia. 

J.  T.  Murphy,  Olearfleld 


Charles  0.  Salberg,  Ridg- 
way . 


E.    L.    Shute    &  Co., 
Philadelphia. 

E.  Striekler's  Sons,  Leb- 
anon. 


Max  Supowitz,  Philadel- 
phia. 


S.  G.  UpdegrafE  &  Son, 
Williamsport. 


% 

11.50 


7.91 

10.58 
13.27 

12.84 

14.05 

13.09 

11.63 

15.55 

14.76 

13.04 

15.01 
15.24 

16.05 

13.06 


11.06 

10.42 
10.36 

12.44 

9.91 

10.07 

11.76 

11.21 

11.90 

10.22 

10.86 
10.95 

9.29 

10.24 


9.70 


9.70 


I 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


rat. 


Fiber. 


3 
O 


3.9 


Certified  Coinposition. 


4.23 

2.85 
3.30 

3.50 

3.45 

3.78 

3.90 

s.se 

S.50 

3.95 

3.48 
3  54 

4.0C 

■  3.93 


% 

3.25 


% 
10. i 


% 
12.00 


1.70 
3.20 

3.20 

3.20 

3.20 

3.20 

3.20 

3.20 

3.20 

3.20 
3.20 

3.20 

3.20 


10.10 

7.95 
9.25 

6.35 

7.46 

7.89 

7.61 

7. 38 

7.79 

7.59 


13.00 


7.45 
7.27 


8.08 


8.01 


1.75 


1.77 


Ground  com,  hominy 
feed,  yellow  hominy 
feed,  barley  meal, 
cottonseed  meal,  old 
process  linseed  oil 
m  e  al,  low  grade 
wheat  flour,  wheat 
middlings,  (with 
ground  wheat  screen- 
ings not  exceeding 
mill  run),  molasses, 
oat  meal  mill  by- 
product, (oat  middl- 
ings, oat  shorts,  oat 
huUs),  I  of  1%  salt. 


2.20 


8.00  2.30 

8.00 

8.00 

9.00 

9.0O 

8.00 

9.20 

8.00 

8.00 
8.00 

8.00 

8.00 


Corn,  oats,  ground  al- 
falfa,   molasses  and 
1%  salt. 
Cracked   corn,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  0.  P.,  1%  salt. 
2.20    Cracked   corn,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  O.  P.,  1%  salt. 
2.50    Cracked    corn,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  O.  P.,  1%  salt. 
2  50    Cracked  com,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  0.  P.,  1%  salt. 
42.00    Cracked   corn,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  0.  P.,  1%  salt. 
1.85    Cracked    corn,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  O.  P.,  1%  salt. 
2.45    Cracked   com,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  0.  P.,  1%  salt. 
2.50    Cracked    com,  cmshed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal  0.  P.,  1%  salt. 
39.50    Cracked   corn,  crushed 
oats,  ground  alfalfa, 
molasses  and  1%  salt. 
2.25    Cracked    corn,  crashed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal,    (old  process), 
and   1%  salt. 
2.20    Cracked   corn,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal     (old  process), 
and  1%  salt. 
2.25    Cracked    com,  crushed 
oats,  ground  alfalfa, 
molasses,    linseed  oil 
meal     (old  process), 
and  1%  salt. 


Identifled  by  Micro- 
scopical Eixamination. 


As  certified. 


As  certified. 

As  certified, 

As  certified, 

As  certified. 

As  certified. 


9455 


8902 
9420 


As  certified,    8758 


8943 


9352 


Salt  not  detected. 


As  certified. 


Salt  not  detected. 


Pound  also  linseed  oil 
meal. 


As  certified. 


Salt     not  detected. 
Trace  alfalfa. 


As  certified , 


9204 
9062 
9603 

849V 

8433 

9289 
9369 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Protein. 

a 

Name  and  Address  of  Manufacturer 

Sampled  Fiom 

jn 

or  Importer  and  Brand  Name. 

1j 
*5 

- 

n 

cs 

n 

'5 

M 

C3 

o 

P 

Q 

o 

1 

0.    Y.    Wagner   &  Co., 

% 

% 

% 

8834 

Purina  0-Molene  Feed,    

12.89 

10.96 

9.70 

Belief  onte . 

Average, 

13.92 

10.78 

930-2 

Star  Feed  with  MoUsses,   

George  K.   Craig,  Phila- 

13.27 

10.22 

9.30 

delphia. 

BOSENBAUM     BROTHERS,  CHI- 

CAGO, ILL. 

0153 

Advance  Horse  Feed,   

Elder   C.    Garvin,  Mill- 

12.65 

10.75 

10.00 

vale. 

8914 

Hockey  &  McCurdy,  Con- 

14.25 

11.04 

10.00 

nellsville. 

THE    SHEETS    BLEVATiJK  t^u., 

CLEVELAND,  OHIO. 

8596 

Diamond  Horsed  Feed,   

Nick"l  Plate  Flour  Mills, 

14.51 

8.97 

9.50 

Erie. 

8549 

S.  B.  Horse  and  Mule  Feed,   

M.   L.   McCIain  &  Co., 

13.69 

11.35 

9.50 

Tyrone. 

E.  L.  SHUTE  &  CO.,  I'mijADJiij- 

PHIA,  PA. 

8408 

Challenge  Horse  Feed,   

E.     L.    Shute    &  Co., 

15.15 

8.23 

9.00 

Philadelphia. 

8499 

Shute's  Sprcial  Horse  Feed,   

E.    L.    Shute,    &  Co., 

17.60 

10.67 

10.  CO 

Pnilaaelphia. 

JESSE  C.  STEWART  CO.,  PITTS- 

~ ■ 

BURGH,  PA. 

9050 

Red    Letter    Brand    Alfa'fa  Horse 

C.    -T.    Cloland,    E.  E. 

16.13 

8.24 

9.00 

Feed. 

Pittsburgh . 

8)50 

Red    Letter   Brand    Alfalfa  Horse 

,  Lcibovitz  Peed  Mills,  Al- 

1C.S5 

8.91 

9.00 

Peed. 

toona. 

9554 

Brd    Letter    Brand    Alfalfa  Horse 

J.   A.  McKelvey,  Blairs- 

14.00 

9.11 

9.00 

Feed . 

ville. 

Average,   

15.65 

8.75 

THE  TOLEDO  GRAIN  &  MILLING 

CO.,    TOLEDO,  OHIO. 

8407 

Camp's  Invincible  Alfalfa  Feed,   

W.  H,  Densham,  Morris- 

14.46 

10.05 

10.00 

dale. 

WALTON      BR(.)THERS,  PHIJ^A- 

DELPHIA,  PA. 

8761 

*American    Horse  Feed,   

Waltrm  Brothers,  Phila- 

14.88 

8.22 

7.00 

delphia. 

9208 

W.  B.  Special  Horse  Feed,   

Walton  Brothers,  Phila- 

21.29 

( .oy 

6.  CO 

1 

delphia. 

WESTERN      GRAIN  PRODUCTS 

CO..    HAMMOND,  IND. 

9371 

Calumet  Alfalfa  Horse  Feed,   

Grove  Tfft  &  Sons,  Ev- 

14.05 

11.05 

10.00 

ans  City. 

"Not 

Rep:ist,(7ed. 

ft 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


•c 

a 


Certified  Composition. 


Identified  by  Micro- 
scopical EXaujination. 


% 

.3.20 


1.70 
2.00 
2.00 

3.75 
3.75 

,1.50 

3.00 


0..50 
0.50 
0.50 


2.50 


1.00 


1.50 


2.. 50 


% 
7.95 


12.62 
9.89 

6.73 
6.14 

6.92 

7.07 

12.01 
10.76 
10.87 
11.21 

11.01 

7.96 

7.55 


10.  R8 


% 

8.30 


13.00 
15.00 
15.00 

10.00 
9.50 

10.  GO 
14.00 


14.00 
14.00 
14.00 


12.00 


10.00 


12.00 


15.00 


2.25 

45.11 
2.10 


1.90 
2.00 

1.70 
2.00 

27.50 

31.00 

1.75 
2.00 
2.00 
1.92 

2.75 

31.00 

25.50 


2.00 


Cracked  corn,  crushed 
oats,  ground  alfalfa, 
molasses  and  1%  salt. 


Cracked  corn,  oats, 
groimd  alfalfa,  mo- 
lasses and  1%  salt. 


Sifted  cracked  corn, 
crushed  oats,  alfalfa 
meal,  oat  feed,  ground 
grain  screenings  and 
molasses. 

Sifted  cracked  corn, 
crushed  oats,  crushed 
barley,  alfalfa  meal 
and  molasses. 


Corn,  oats,  oat  middl- 
ings, oat  hulls,  mo- 
lasses. 

Pure  oats,,  corn,  mo- 
lasses. 


Cracked  corn,  crushed 
oats,  alfalfa  meal, 
molasses,  :  oat  meal 
mill  by-product,  oat 
middlings,  oat  hulls, 
oat  shorts),  J  of  1% 
salt. 

Crushed  oats,  cracked 
corn,  alfalfa  meal, 
molasses  and  i  of  1% 
salt. 


Corn,  oats,  alfalfa  and 

cane  syrup. 
Corn,  oats,  alfalfa  and 

cane  syrup. 
Corn,  oats,  alfalfa  and 

cane  syrup. 


Corn,      oats,  alfalfa 
meal   anl  molasses. 


Com,  oats,  alfalfa 
meal  molasses  and  i 
of  1%  salt. 

Corn,  oats,  molasses, 
salt,  oat  meal  mill 
by-products,  (oat 
middlings,  oat  hulls, 
oat  shorts),  alfalfa 
meal. 


Crushed  corn,  oats, 
alfalfa  meal,  molas- 
ses  and  salt. 


As  certified , 


Salt  not  detected, 


As  certified. 


Crushed    barley  not 
detected. 


Found  also  small 
amount  whole  weed 
seeds. 

As  certified,   


8834 


9302 


915S 


8914 


As  certified. 


As  certified,   

As  certified,   

As  certified,   

As  certified,   

As  certified,   

As  certified,   

Salt  not  detected. 


8549 


8498 


Found  also  barley 
and  small  amount 
whole  wred  seeds, 
largely  wild  oats. 


9050 
8950 
9554 


8407 


8761 


9208 


9371 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protein. 


o 


3 
O 


3 


8607 


8608 


8i90 


9575 


9078 


9458 


9370 


8836 


A     WHITE    &   SON,  PHILADEL- 
PHIA, PA. 

White's  All  Grain  Horse  Eced  

White's  Competetive  Horse  Teed, 

FRANK    WILLIAMS,  PHILADEL- 
PHIA, PA. 
♦Mixed  Peed,   

PROPRIETARY  CALF  MEAL. 

BLATCHFORD  CALF  MEAL  CO., 

WAUKEGAN,  ILL. 
Blatchford's  Calf  Meal,   

BROWN  &  FASSETT,  TUNKHAN- 

NOCK,  PA. 
B.  &  P.  Calf  Meal,   

THE  QUAICER  OATS  CO.,  CHICA- 
GO, ILL. 
Schumacher  Calf  Meal,   

RAI.STON  PURINA  CO.,  INC.,  ST 

LOUIS,  MO. 
Purina  Calf  Chow  Feed,   

RYDE    &    COMPANY,  CHICAGO 
ILL. 

Ryde's  Cream  Quality  Calf  Meal, 


A.  White  &  Son,  Phila- 
delphia. 


A.  White  &  Son,  Phila- 
delphia. 


Frank    Williams,  Phila- 
delphia. 


Hershey  Chocolate  Co., 
Hershey. 


Brown  &  Fassett,  Tunk- 
hannock. 


Preston  &  Jaquish,  Troy, 


♦Not 


S.  G.  Updegrafli  &  Son, 
Williamsport. 


C.   Y.    Wagner   &■  Qp,, 
Belief  onte.. 


% 

18.15 


16.72 


7.41 


% 

10.77 


7.94 


10.88 


7o 

9.00 


7.0ft 


10.33 


25.13 


24.00 


10.82 


33.94 


7.70  20.' 


28.00 


18.  CO 


Register.ed,, 


10.20 


25.94 


27.00 


9.48- 


25.63 


25-.  CO- 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Pat. 


a 
3 


Fiber. 


a 
o 


Ctrtifiod  CoLuposition. 


Identified  by  Mfcro- 
scoyical  Exaiiiiiiutiun. 


% 

3.49 


1.97 


3.33 


% 

3.00 


2.00 


% 
6.94 


7.37 


11.17 


% 

12.00 


10.00 


1.7.=; 


1.50 


1.50 


4.79 


5.0O 


C.66 


6.75 


4.80 


4.47 


.18 


5.00 


.00 


4.10 


.92 


8.00 


4.00 


3.60 


.45 


4.02 


3.20 


3.50 


4.50 


5.50 


5.15 


5.00 


5.98 


6.75 


4.0O 


Cracited  corn,  crushed 
oats,  cane  molasses, 
alfalfa  meal  and  i  of 
1%  salt. 

Cracked  com,  cane  mo- 
lasses, crushed  oats, 
oat  meal  mill  by- 
products, alfalfa  meal 
and  i  of  1%  salt. 


S  u  c  r  e  n  e  Horse  and 
Mule  Feed.  Cracked 
com,  oats  and  cut 
hay. 


Locust  bean  meal,  un- 
pressed  flaxseed, 
blood  flour,  rice  pol- 
ish, old  process  lin- 
seed meal,  dried  milk 
albumen,  barley, 
meal,  ground  beans, 
cocoanut  oil  meal, 
recleaned  cottonseed 
meal,  foenugreek, 
anise  and  salt. 


Blood   meal,   red  dog, 

hominy,     oil  cake 

meal,  charcoal  and 
salt.  ' 


Oatmeal,  ground  flax- 
seed, ground  puffed 
wheat,  old  process  lin- 
seed oil  meal,  milt  al- 
bumen, boiled  and 
sterilized  blood  flour, 
i  of  1%  bicarbonate 
of  soda.  . 


Blood  flour,  linseed 

meal,  hominy  feed, 

yellow  corn  feed  meal, 

wheat  flour  and  1% 
salt. 


Wheat  flour,  linseed  oil 
meal,  recleaned  cotton- 
seed meal,  cocoanut 
oil  meal,  beans  and 
lentils,  hominy  feed, 
locust  bean  meal, 
blood  flour,  ground 
flaxseed,  malt  flour, 
cocoa  shell  meal, 
foenugreek,  anise  and 
salt. 


As  certifled, 


As  certifled. 


Found  also  barley, 
oat  shorts,  oat  mid- 
dlings, oat  huUs, 
molasses   and  salt. 


Found  also  trace  of 
rice  huUs. 


8667 


8490 


9575 


As  certifled. 


Bicarbonate   of  soda 
not  detected. 


As  certifled. 


Locust  bean  meal  not 
detected. 


9078 


9458 


9370 


8836 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


J3 

9 


.Name  i'.nd  Address  of  Manufacturer 
or  luiptH'ter  and  Brand  Name. 


Sampled  From 


Protein. 


a 
o 


S638 


8992 


8402 


8367 


Ryde's  Cream  Quality  Calf  Meal, 


TIOGA  MILL  &  ELEVATOR  CO. 

WAVERLY,  N.  Y. 
Ti-O-Ga  Calf  Food,   


PROPRIETARY  SWINE  FEED. 

ACME-EVANS  COMPANY,  INDIAN- 
APOLIS, IND. 
Acme  Hog  Feed,   


J.  J.  BADENOCH  CO.,  CHICAGO, 
ILL. 

C-Em  Grow  Hog  Feed,   


8552 


9270 


CLOVER    LEAF    MILLHSTG  CO. 

BUFFALO,  N.  Y. 
Clover  Leaf  Hog  Meal,   


CORN  PRODUCTS  REFINING  CO. 

NEW  YORK,  N.  Y. 
Diamond  Hog  Meal,   


THE    ALBERT    DICiaNSON  CO., 
CHTCAGO,  ILL. 
Oirc    Rival  Hog  Feed,   


9054 


Rival  Hog  Feed, 


Warren  City  Mills,  War- 
ren. 


Average, 


Dayton  Milling  Co.,  To- 
wanda. 


Winburne    Milling  Co. 
Winburne. 


E.   W.    Fluke,  Williams- 
burg. 


.Timiata    Feed    &  Flour 
Co.,  Tyrone. 


Excelsior  Flour   &  Feed 
Co.,  Freedom. 

R.  J.  Rainaley,  Juniata, 


A.  T.  Spranlcle,  DuBois, 


Average, 


% 

10.59 


10.03 
9.20 


9.00 


.62 


9.92 


9.62 


9.40 


3.69 


% 
26.8 


20.26 
24.69 


14.69 


21.63 


21.19 


27.31 


15.56 


15.50 


9.54  15.53 


12.00 
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Pat. 


Fiber. 


Certified  CcmposiliOE. 


Identified  by  Micro- 
scopical Examination. 


4.44 


5.00 


% 
6.58 


4.SC 


.20 


4.00 


6.28 


.28 


7.03 


7.00 


6.00  4.80 


7. CO 


C.69  ,  7.00 


4.4(1 


4.0O 


2. CO 


4.79 


S.53 


10-00 


n.44 


4.00 


7.00 


.00 


4.26 


i.Si 


4.55 


7.00 


3.00 


.00 


Bul. 


8.58 


9.53 


9.42 


2  15 


13.03 


12.00 


12..50 


9.47 

-376—11 


2  10 


2  00 


2  05 


Wheat  flour,  linseed  oil 
meal,  recleaned  cotton- 
seed meal,  eocoanut 
oil  meal,  beans  and 
lentils,  hominy  feed, 
locust  bean  meal, 
blood  flour,  ground 
flaxseed,  malt  flour, 
cocoa  shell  meal, 
foenugreek,  anise  and 
salt. 


Oatmeal  flour,  wheat 
middlings,  0.  P.  lin- 
seed oil  meal,  cane 
molasses,  bolted  cot- 
tonseed meal,  cocoa- 
nut  oil  meal,  blood 
meal  flour,  2i%  phos- 
phate of  lime,  saJt 
¥7o. 


Corn  hominy,  com  feed 
meal,  wheat  bran, 
wheat  middlings,  lin- 
seed oil  meal  hominy 
meal,  com  cake  meal 
and  salt. 


Linseed  oil  meal,  pea- 
nut oil  meal,  tankag", 
fish  meal,  ground  bar- 
ley, standard  mid- 
lings  with  screenings 
not  to  exceed  mill  run, 
alfalfa  meal,  cplciuni 
phosphate,  ground 
corn  and  corn  feed 
meal. 


Pure  O.  P.  Linse.-d 
meal,  com  gluten  feed 
wheat  middlings,  corn 
feed  meal,  fine  groun;i 
alfalfa  meal,  hominy 
feed,  pure  ground 
white  oats,  digester 
tankage. 


Linseed  oil  meal,  alfal- 
fa meal  ground  scretn- 
ings  from  wheat,  oats, 
barley  and  Kafiir  J  of 
1%  salt. 

Linseed  oil  meal,  com 
feed  meal,  alfalfa 
meal,  ground  screen- 
ings from  wheat,  oats, 
barley  and  Kaffir,  J 
of  1%  salt. 


As  certified, 


3C38 


As  certified,   >  89S2 


As  certified. 


As  certified, 


8402 


S307 


Found  also  barley. 


Corn  oil  cake  meal, 


Found  also  screenings 
from  buckwheat. 


Found  also  screenings 
oil  feed. 


9270 


9ir5 


BC54 
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Name  and  Aridress  of  Manufacturer 
or  Importer  and  Brand  Nf>me. 


S375 


8T39 


Sampled  From 


jrTotein. 


o 


3 


933t 


8710 


S9U 


8443 


INTERNATIONAL     SUGAR  ^T"F.ED 

00  ,    MINNEAPOLIS,  MINN. 
Inttmational  Hog  Feed,   


♦Perfection  Hog-  Peed, 


ARIES   A     KRAUSE  MILLING 
CO.     MTiwAra^EE,  WIS. 
Badua-  Gain-Mor  Peed,   


r.adger  Gain-Mor  Peed, 


Badger  Hog  Peed, 


902(1 


S9C0 


Badger  Hoiftoliog-  Peed, 


Badger  Hoiriohog  Feed, 


LARROWE   MILLING    CO.,  DE- 
TROIT, MICH. 
I^arrowo   Hog  Feed,   


Larrowe  Hog  Peed, 


Larrowe  Hog  Peed, 


Charles  E.  Hoover,  Aiteh, 


Thompson  &  Glenn,  But- 
ler. 


S.  C.  Kriebel,  West  Point 


Manchester  Grange  Co- 
operative Association, 
Emigsville. 

Average,   


% 

&.07 


9.99 


PeiTy  &  Henderson,  Con- 
nellsville. 


Joseph  Bm-kholder,  Hum- 
melstown . 


I.  B.  Graybill,  Refton, 


Average, 


10.15 


10.95 


10.55 
10.. "5 


% 

22.19 


23.88 


12.00 


12.81 


12.41 
18.88 


22.ro 


22.50 


8.97  11.19 


Carnegie  Peed  &  Supply 
Co.,  Carnegie. 


J.    E.    Orisman,  South 
Pork. 


Mahoning  Valley  Milling 
Co . ,   Punxsutawney . 


Average, 


»,Not  Registered 


9.70 


9.33 


.96 


9.95 


9.76 


9.55 


13.56 


12.38 


19.81 


22.25 


.13 


21.40 


12.00 


12. CO 


16.00 


13.00 


13.  CO 


18.00 


18.00 


18.00 
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DEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Tiber. 


% 

5.00 


5.00 


4.00 


4.50 


6.0O 


.00 


5.00 


5.00 


5.00 


■a 
a 

3 

o 


% 
9.45 


9.40 


2.93 


4.20 
4.94 


4.22 


4.33 


4.27 


S.28 


7.87 


7.99 


8.04 


Certified  Ooiiiposition. 


Identified  by  Micro- 
scopical Examination. 


% 

12.00 


12.00 


4.00 


5.00 


4.50 


4.50 


10.00 


lO.OO 


10.00 


2  50 


2  25 


1  80 


35  50 


2.25 


1.75 


2  10 


1  9S 


2.75 


2  40 


2  63 


O.  P.  oil  meal,  digester 
tankage,  molasses, 
ground  and  boltt  d 
screenings  from  whept, 
eliKrcoal,  wheat  shorts 
and  salt. 

O.  P.  oil  mi'al,  tank- 
age, molasses,  grain 
middlings,  charcoal, 
salt. 


E6d  dog  com  flour, 
wheat  middlincrs  with 
mill  run  screenings  and 
salt. 

Red  dog  corn  flour, 
■wheat  middlintrs  with 
mill  nm  screenings  and 
salt. 


Badger  hominy  feed, 
tankage,  linseed  oil 
meal,  wheat  midd'- 
ings,  malt  and  corn 
flour. 

Badger  hominy  feed 
(either  white  or  yel- 
low), tankage,  corn 
meal,  corn  feed  meal, 
com  f.onr  and  salt. 

Bp.dRTr  hominy  feed 
(either  white  or  yel- 
low), tankage,  corn 
m.eal,  corn  feed  meal, 
com  flour  and  salt. 


Corn  germ  meal.  O.  P. 
linseed  oil  meal,  homi- 
ny feed,  meat  meal, 
wheat  middlings, 
wheat  bran,  dried  beet 
pulp  and  i  of  1%  salt. 

Coi-n  germ  meal,  0.  P. 
linseed  oil  meal,  homi- 
ny feed,  meat  raeal, 
wheat  middlings, 
wheat  bran,  dried  beet 
pulp  and  J  of  1%  salt. 

Corn  germ  meal,  O.  P. 
linseed  oil  meal,  homi- 
ny feed,  meat  meal, 
wheat  middlings, 
wheat  bran,  dried  b^et 
pulp  and  J  of  1%  salt. 


Pound  also  small 
amount  small  whole 
weed  seeds. 


Grain  middlings  iden- 
tified as  ground 
grain  screenings. 
Pound  also  small 
amount  small  whole 
weed  seeds. 


Salt  not  detected. 


As  certified. 


As  certified. 


As  certified , 


Salt  not  detected. 
White  hominy  feed 
present. 


Pound  also  small 
amount  ground 
grain  screenings. 


Meat  meal  not  detected 
Pound  also  tankage 


Pound  al..=-.o  tankage. 


837, 


8739 


9336 


8715 


8911 


8143 


9180 


9626 


859 


8;  20 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


THE     MCMILLEN  CO. 

WAYNE,  IND. 
Waj'ne  Hog  Feed,   


FORT 


RALSTON  PURINA  CO.,  INC.,  ST. 

LOUIS,  MO. 
Purina  Pig  Ctiow  Feed  with  Char- 
coal not  over  1%. 


Purina  Pig  Chow  Peed  with  Char- 
coal not  over  1%. 


9367    Purina  Pig  Chow  Feed  with  Char- 
coal not  over  1%. 


THOMAS-BOYOE     DIRECT  PEED 

CO.,  INC.,  ATTICA,  N.  Y. 
*Scattergood  Hog  Feed,   


WOLGEMDTH    &    SON,  FLORIN, 
PA. 

W.  &  S.  Hog  Meal,   


PROPRIETARY  AND  MISCELLAN- 
EOUS CHOP  FEED. 

CORN  CHOP. 

THE  HEX  MTLLING  CO.,  SHAMO- 

KIN,  PA. 
Corn  Chop,   

CHA-^LES    A.    KRA'RE  MTLLING 

CO..    IMILWATUES.  WIS. 
Badg.:r  Corn  Meal,   

PARK    fi    POLLARD  CO., 
BV FFALO,  N.  Y. 
Attrition  Meal,   


THE 

9(iC0  ^ 
♦Not  Registered. 


Sampled  From 


J.  M.  Hoagland  &  Co. 
Sharon. 


O.   S.   Ebersole  &  Co. 
Penbrook. 


Parker  Milling  Co.,  Par- 
kers Landing. 


S.  G.  Updegraff  &  Son, 
Williamsport. 


Average, 


Pomona  No.  3  Exchange, 
West  Chester. 


Wolgemuth  &  Son,  Florin, 


The    Hex    Milling  Co., 
Shamokin. 


W(bb  Brothers,  Altoona, 


F.   W.   Dawson   &  Son, 
Williamsport. 


% 
9.90 


11.53 


9.65 


11.34 


9.72 


10.05 


11.06 


8.82 


13.30 


Protein. 


■a 
o 


19.19 


20.07 


22.69 


21.47 


10.84  21.41 


20.75 


18.25 


9.00 


11.25 


.97 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


a 
o 


Fiber. 


V 

■a 

a 

O 

■5 

Certified  Composition. 


Identified  by  Miero- 
scopical  Exanaination. 


S3 
O 


% 


.57 


4.06 


4. 78 


3.87 


4.24 


4.-53 


.50 


3.20 


3.20 


3.20 


7o 
6.. 33 


C.60 


.47 


7.17 


4.75 


4.17 


7.11 


7.41 


5.68 


% 

S.OO 


2  110 


.00 


.00 


.00 


9.70 


2.34 


3.65 


2.35 


2  85 


2  50 


2  70 


7.50 


9.00 


4.50 


2  10 


2  00 


2  00 


2  20 


Corn  germ  meal,  corn 
gluten  feed,  wheat 
middlings,  eocoanut 
oil  meal,  red  dog 
flour,  ground  barley, 
corn  feed  meal,  lin- 
seed oil  meal,  digester 
tankage,  alfalfa  meal, 
J  of  1%  salt,  molasses. 


Hominy  feed,  cane  mo- 
lasses, gluten  feed 
from  corn,  digester 
tankage,  linseed  oil 
meal  (old  process),  al- 
falfa, wheat  mid- 
dlings,   charcoal  and 


salt. 
Hominy  feed, 
lasses, 
from 


cane  mo- 
gluten  feed 
com,  digester 
tankage,  linseed  oil 
meal  (old  process),  al- 
falfa, wheat  mid- 
dhngs,  charcoal  and 
salt. 

Hominy  feed,  cane  mo- 
lasses, gluten  feed 
from  corn,  digester 
tankage,  linseed  oil 
meal  (old  process), 
ground  alfalfa,  wheat 
middlings,  charcoal 
and  1%  salt. 


2  00  Dried  milk,  digester 
tankage,  linseed  oil 
meal,  wheat  mid- 
dlings, hominy  feed, 
corn  gluten  feed,  cal- 
cium phosphate  and 
salt. 


Pure  corn. 


Yellow  com. 


0.  P.  oil  meal,  digester 
tankage,  com  chop, 
bran,  middlings,  oat 
feed,  charcoal,  salt 
and  alfalfa  meal. 


Salt  not  detected. 


As  certified. 


As  certified , 


As  certified , 


Found     also  ground 
KafBr  corn  and  small 
amount  ground  grain 
screenings . 


Salt  not  detected. 


9426 


9129 


8785 


9367 


8676 


8545 


As  certified. 


As  certified , 


Corn  meal, 


8£5o 


9660 
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TABLE  III— ANALYSES  OP  SAMPLES  OF 




u 

Protein. 

03 
,0 

s 

a 

Name  and  Address  of  Manutacturer 

Sampled  From 

■w 

0 

or  Importer  and  Brand  -Name. 

0? 

EJ 

p 

■a 

IS 

III 

Hi 

a 

'g 

'0 

P 
0 

Xi 

0 

E     STRIOKLER'S    SONS,  LEBAN- 
ON, PA. 

8i37    Pure  Corn  Chop,   


9134 


OATS  CHOP 

O     S     EBERSOLE    h    CO.,  PEN- 
BROOK,  PA. 
Oats  Chop,   


E .  Strickler's 
Lebanon. 

Average,  _-. 


Sons, 


JOHN    W.    ESHELMAN    &  SONS, 
LANCASTER,  PA. 
8674  I   Ground  Outs,   -  — 

THE  HEX  JTILLING  CO.,  SHAMO- 

KIN,  PA. 
Oats  Chop,   


8954 
9012 

8438 

8679 

S893 

8616 

8.558 
9015 

935C 

8531 

S397 

8657 

8711 


KASOO  MILLS,  WAVERLY,  N.  Y. 
Kaseo  Pure  Grourid  Oats,   


E.    STRICKLER'S    SONS,  LEBAN- 
ON, PA. 

Pure  Oats  Chop,   


THOMAS-BOYCE     DIRECT  PEED 

CO.,  LNC,  ATTICA,  N.  Y. 
Ground  Oats,   


% 

10.67 
10.96 


O.   S.  Ebersole  &  Co.,  8.91 
Pen brook. 


TIOGA  MILL  &  ELEVATOR  CO. 

WAVERLY,  N.  Y. 
Ground  Oats,   


CORN  AND  OATS  CHOP. 

ALBION, 


ALBION  MILLING  CO 
PA. 

*Corn  and  Oats  Chop,   

'VRCH     SPRINGS    MILLS,  ARCH 

SPRINGS,  PA. 
*P\u-e   Corn,    Oats   and   Mill  Peed 
Chop. 

H.  O.  AYER.  ULSTER,  PA. 
Corn  and  Oats  Chop,   


Pomona  No.  3  Exchange, 
■\Vest  Chester. 


The    Hex    Milling  Co., 
Sham.okin. 

Pii.rmers  Cooperative  Co. 
Inc.,  Wysox. 


E.  Strickler's  Son.?,  Leb- 
anon. 


Pomona  No.  3  Exchange, 
West  Chestei . 


A.  L.  Stout,  ChurchviUe, 
Average,   


Albion   Milling   Co.,  Al- 
bion. 


M.  &  M.  Store,  Inc.,  Ty- 
rone . 

H.  0.  Ayer,  Ulster,  ___ 


AGNES  CAMPBELL,  WOODVILLE, 
PA. 

*Chop  Peed,  


0\PBONDAI.B  MILLING  CO'. 

BOND ALE,  PA. 
No.  1  Peed,   


CAE- 


CENTER  MILLING  CO.,  PHILIPS- 
BURG,  PA. 
Corn  and  Oats  Chop,   

H      CLARK    COMP.VNY,  UNION 

CITY,  PA. 
Corn  and  Oats  Chop,   


CLOVER     LEAP     MILLING  CO., 

BUFP-A.LO,  N.  Y. 
Ground   Yellow    Corn    and  Ground 
White  Oats, 


Carbondalp  Milling  Co., 
Ce.rbondale. 


Center  Milling  Co.,  Phil- 
ipsburg. 

H.  Clark  Company,  Union 
City. 

Th"  Goldsboro  Pure  Teed 
Co.,  Etters. 


8.27 

8.53 
7.77 

6.95 

8.84 


9.64 
8.41 


12.11 

12.38 
10.20 


Agnes   Campbell,    Wood-  12.45 
villc. 


12.33 


10.97 


11.67 


12.14 


10.19 
9.87 


13.44 

12.81 

13.06 
12.94 

13.94 

13.81 


12.44 
13.21 


9.88 

10.00 
11.13 

9.00 

10.88 

9.69 

10.00 

11.50 


9.00 


*Not  Registered. 
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FEEDING  STUFFS  COLLECTEI)  IN  1922— Continued. 


Fat. 


a 

3 


% 

5.29 
5.17 


4.49 


4.26 


4.97 


4.90 


5. SO 


4.44 
4.69 


4.10 


4.20 


4.27 


3.55 


3.45 


4.09 


4.19 


4.81 


Fiber. 


d 
3 


4.50    11.49 


% 
2.66 

2.75 


11.40 


11.92 


4.00 


11.69 


10.42 


10.53 


8.60 
10.88 


5.82 


3.44 


2.18 


4.65 


3.65 


S.19 


5.23 


Certified  ConU'Ositlon. 


Idputiiled  by  Micro- 
scopical Examination. 


O 


$ 
1.00 

1  95 


2  40 


2  00 


2.25 


2  CO 


2. 00 


2  00 


2  00 
2  09 


1  80 


2  20 


1  75 


1  75 


Corn, 


Oats, 


Ground  oats. 


Pure  oats,   

No.   2  White  oats. 


As  certified. 


Pure  oats. 


Ground  oats. 


Ground  oats, 


2  00 


Corn  and  oats, 


Corn,     oats    and  mill 
feed. 

Corn  and  oats,   


Corn  and  oats, 


As  certified. 

As  certified, 

As  certified , 

As  certiflied , 

As  certified. 

As  certified. 

As  certified. 

As  certified. 


Corn  and  oats. 
As  certified,  _- 


Pure  corn  and  oats. 


Corn  and  oats. 


1  60    Corn  and  oats. 


1  SO 


As  certified. 


As  certified. 


As  certified, 


Corn  and  oats, 


8t.37 


9134 

8074 

8£5i 
9012 

8438 

8079 

8893 

8616 

8558 
9015 

9.356 
8531 


As  certified,    8.307 


8657 


8711 


ICS 

TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 


o 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


Protetn. 


o 


CORRT  MILLING  &  SUPPLY  CO. 

CORRY,  PA. 
Com  and  Oats  Chop,   


8651 
9618 


CROUCH  BROTHERS,  ERIE,  PA. 
Corn  and  Oats  Chop,  


DAYTON  MILLING   CO.,  TOWAN- 
DA,  PA. 

Corn  and  Oat  Chop,   


9607 

9067 
8652 

Sij04 
9506 
8643 
8B50 
9080 

S423 

8971 
8606 
8509 

9438 
9011 

8C00 


THE    ALBERT    MCKINSON  CO. 

CHICAGO,  ILL. 
*Ground  Corn  and  Oat  Peed,   


PRED  J.  DYER  &  CO.,  CURWENS- 

VILLE,  PA. 
Corn  and  Oats  Chop,  

L.  H.  PARNDEAN,  CORRY,  PA. 
*Corn  and  Oats  Chop,   

CHARLES  C.  GOOD  CO.,  NORTH 
GIBARD,  PA. 

Corn  and  Oats  Chop,   

PETER     GRAPE    MILLING  CO., 

WORTHINGTON,  PA. 
*Corn  and  Oats  Chop,   


D     H     GRAJ-IDIN    MILLING  CO., 

.JAMESTOWN,  N.  Y. 
Ground  Corn  and  Oats,   


HAMMOND       ELEVATOR  CO., 

CORRY,  PA. 
Corn  and  Oats  Chop,   


J.  C.  HARRINGTON,  MONTROSE, 
PA. 

Harrington's  Mills  Corn  and  Oats 
Chop. 


THE  HEX  MILLING  CO. 

KIN,  PA. 
*Coi-n  and  Oats  Chop,  _. 


SHAJVIO- 


J.  P.  HOGSETT  &  SONS,  UNION- 

'i'OWN,  PA. 
*Chop,   

W.   H.   HOLCOMB,   GIRARD,  PA. 

Corn  and  Oats  <.!hop,   

HONESDALE        MILLING  CO., 

HONESDALE,  PA. 
Corn  and  Oats  Chop,   


JOHNSON    &   COMPANY,  FRANK- 
LIN, PA. 
Com  and  Oats  Chop,   


Corry  Milling   &  Supply 
Co.,  Corry. 

Thompson  Brothers,  Ridg 
way. 


Dayton  Milling  Co.,  To- 
wanda. 


Smith      Brothers'  Co. 
Ridgway. 


Fred    J.    Djer   &  Co., 
Curwensville. 

L.  H.  Parndean,  Corry, 


Charles    0.    Good  Co., 
North  Girard. 


Peter  Graff  Milling  Co. 
Worthington. 


Frank  Trusler,  Warren, 


Hammond  Elevator  Co. 
Corry. 


J.  C.  Harrington,  Mon- 
trose. 


The    Hex    Milling  Co., 
Shamokin. 


J.   F.  Hogsett  &  Sons, 
Uniontown. 

W.  H.  Holcomb,  Girard, 


Honesdale    Milling  Co., 
Honesdale. 


Johnson  &  Co.,  Franklin 


KASOO  MILLS,  WAVERLY,  N.  Y. 
No.  1  Provender,   

KEYSTONE  MILLS, 
PA. 

Corn  and  Oats  Chop, 


EDINBORO, 


*Not  Registered. 


Farmers'  Cooperative  Co. 
Inc.,  Wysox. 


Keystone  Mills,  Edinboro 


U.S5 
11.45 

10.34 
y.27 

11.30 
12.24 

8.88 
10.93 
10.95 
11.68 

9.'C5 

10.82 

11.25 
10.53 
11.00 

9.47 
8.97 

11.00 


11.56 
10.31 

11.00 

11.56 

9.75 
11.31 

13.50 
11.44 
11.31 
11.75 
11.63 

10.44 

10.31 
10.19 
10.69 

10.75 
11.25 

10.75 


8.75 


10. 


10.00 


8-9 


10.  CO 


3.00 


9.30 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


4.05 


3.-4 


4.00 


?,.00 


.50 


6.95 
3.85 

5.20 

7.. 37 

3.23 
5.14 

7.42 
4.51 
8.12 
5.07 


3.25 

3.13 
4.91 
4.70 

4.40 
8.82 

6.S4 


9. -42 


10.00 


.00 


8.00 


3.00 


5.00 


Certified  Composition. 


Idrr.titied  by  Micro- 
scopical Exainination. 


1  60 

2  40 

1  75 

2  50 

1  75 
1.60 

1  70 
1  85 
1  75 
1  60 

1  90 

2  00 

1  75 
1  CO 
1  65 

1  90 
1  90 


Corn  and  oats,  _ 
Com  and  oats. 

Corn  and  oats, 

Corn  and  oats, 


Com'  and  oats,  ._ 
Corn  and  oats,  — 


Corn  and  oats. 


Corn  and  oats. 


i  ground  oats,  1  ground 
corn. 


Com  and  oats. 


Corn  and  oats,   

Pure  com  and  oats, 

Corn  and  oats,   

Corn  and  oats,   

Pure  corn  and  oats. 

Corn  and  oats,   


Pure  ground  oats  and 
corn. 


1  70    Corn  and  oats. 


As  certified. 
As  certified , 

As  certified. 

As  certified , 

As  certified, 
As  certified. 

As  certified. 

As  certified. 

As  certified , 

As  certified, 

As  certified , 

As  certified. 

As  certified. 
As  certified. 
As  certified. 

As  certified , 
As  certified , 

As  certified. 
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TABLE  III— ANALYSES  OF  SAMI'LES  OF 


Name  and  Address  o£  Manufacturer 
or  Importer  and  lirand  >iame. 


9151 


9276 


8-112 


<S,1G 


9iC2 
9463 


8613 


9655 


H16 


f.127 


8647 


9o03 


0488 


9143 


9274 


9449 


8617 


H     H.    LYStNGER   &    SON,  BED- 
FORD, PA. 
*Corn  and  Oats  Chop,   

THE  MCMILLEN  COMPANY,  FORT 

WAYNE,  IND. 
Wayne  Corn  and  <Jats  Chop,   

MAUSDALE  ROLLER  MILLS,  DAN- 
VILLE, PA. 
Mixrd    Chop ,   


MT    JEWETT  ELECTRIC  MILLS, 

MT.  .lEYVETT,  PA. 
*Corn  and  Oats  Chop,   

MYSTIC  MILLING   &  FEED  CO., 

EOCHESTEK.,    N.  Y. 
Crushed  Oats  and  Ground  Corn  1 
and  i. 

Ground  Corn  and  Oats  1  and  I,  -- 

OTTO  BROTHERS,  NORTH  EAST, 
PA. 

Com  and  Oats  Chop,   

THE    PARK    &    POLLARD  CO., 

BUFFALO,  N.  Y. 
Com  and  Oats  Halt  and  Half,  


PAXINOS   ROLLER   MILLS,  PAX- 

INOS,  PA. 
Pure  Corn  and  Oats  Chop,   


PAXTON    FLOUR    &    FEED  CO., 

HARRISBURG,  PA. 
Com  and  Oats  Chop,   

PINE    GROVE    FLOUR    &  FEED 

MILLS,  RUSSELL,  PA. 
♦Corn  and  Oats  Chop,   

POLLOCK  FLOUR  &   FEED  CO., 

FORD  CITY",  PA. 
*Corn  and  Oats  Chop,   

PRESTON   BROTHERS,  CANTON, 
PA. 

Corn  and  Oats  Chop,   


THE  RICHARDS   &  EVANS  COM- 
PANY.  CORTLAND  OHIO. 
Pure  Com  and  Oats  Chop,   

SHANE    BROTHERS    &  WILSON 

CO.,    MINNEAPOLIS,  MINN. 
2  Ground  Feed,   


SHERMAN    MIL  LING  COMPANY, 

MEADVILLE,  PA. 
♦Corn  and  Oats  Chop,   


SPRINGBO'RO     MILLING  CO., 
SFRINGBORO,  PA. 
Com  and  Oats  Chop,   

.TESSE  C.    STEWART  COMPANY, 

PITTSBURGH,  PA. 
♦Pure  Corn  and  Oats  Chop,   


8915 

♦Not  Registered. 


H.  H.  Lysinger  &  Son, 
Bedford. 


A.  F.  Grine,  Beaver, 


Mausdale     Roller  Mills, 
Mausdale. 


Mt.  .Tewett  Electric  Mills, 
Mt.  Jewett. 


F.  P.  Case  &  Son,  Troy 
F.  P.  Case  &  Son,  Troy 

Otto  Brothers,  North  East, 


F.   W.   Dawson   &  Son, 
Williamsport. 


Vought      Milling  Co., 
Shamokin. 


Paxton   Flour    &  Peed 
Co.,  Progress. 


Pino  Grove  Flour  &  Feed 
Mills,  Russell. 


High  Street  Mills,  Kittann 
ing. 

Preston    Brothers,  Can 
ton. 


Mereatoris  &  McCullough, 
Meadville. 


Hildebrand -Tones  Co., 
New  Brighton. 


Sherman     Milling  Co., 
Meadville. 


Siiriiichoro    Milling  Co., 
Springsboro. 

Hockey  &  McCurdy,  Con 
ncllsville. 


% 

11.00 


10.10 


11.42 


10.86 


9.42 


9.00 


9.03 


10.34 


9.93 


11.18 


10.58 


8.  on 


12.00 


9.20 


9.98 


10.56 


% 
11.25 


10.88 


10.00 


11.50 


11. G9 
11.50 


11. .50 


10. 7f 


10.06 


11.06 


11.75 


11.06 


11.63 


11.00 


10.31 


11.63 


11.13 


11.56 
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Fat. 


■a 
a 

3 

o 


■J 


3.00 


4.50 


4.50 


1.50 


4.00 


Tiber. 


3 

o 


Cej'tified  Comijosition. 


Identified  by  iliero- 
scopieal  Examiiiatioii. 


Q 


3.92  2.50 


4.99 


4.90 


6.05 


4.82 
8.51 


5.3 


7. SO 


5.54 


3.34 


7.15 


4.18 


4.31       4.50  6.07 


7.00  I  5.02 


2.78 

5.41 

5.40 
5.76 


9.00 


7.00 


7.25 


.00 


6.00 


6.00 


10.00 


8.00 


1  80    Com.  and  oats,   ■  As  certified, 


2  CO 


1  60 


1  85 


1  90 


Ground    corn,  ground 
oats. 


Corn  and  oats, 


Com  and  oats. 


Crushed       corn  and 

ground  oats. 
Ground  com  and  oats. 


1  .55    Com  and  oats, 


2  30 


2  00 


2  00 


Corn  and  oats, 


Pure  corn  and  oats. 


Com  and  oats. 


1  75    Com  and  oats. 


Com  and  oats. 


1  70 

1  90 

1  SO 

1  80 

1  75 
1  85 


Pure  corn  and  oats, 


Pure  corn  and  oats, 


Com  and  oats. 


Corn  and  oats,  — 

Corn  and  oats, 
Pure  com  and  oats 


As  certified. 


9151 


9276 


As  certified,   I  8il2 


As  certified. 


9616 


Found  also  barley,  9462 
Found  also  barley,  _— '  94C3 

As  certified,    8613 


As  certified,   ,  9C5a 


As  certified,   1.8416 


As  certified. 


As  certified. 


As  certified, 


Found  also  small 
a'^oiint  of  buck- 
wheat. 


As  certified. 


As  certified. 

As  certified. 

As  certified , 

As  certified. 


9127 
8647 
9503 
9488 

9443 

9274 

9449 

8617 
8915 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


a 


Name  and  Address  cf  Muiiufaeturer 
or  Importer  and  Brand  Nf  me. 


Siiijipled  From 


o 
P3 


8614 


8947 


TIONESTA   MILLINR   CO.,  TION- 

ESTA,  PA. 
Corn  and  Oats  Chop,   

UNION  CITY  COOPERATIVE  ASSO- 
CIATION, UNION  CITY,  PA. 
*Gorn  and  Oats  Chop,  

UNION    COAL    ft    SUPPLY  CO., 

UNION  CITY,  PA. 
Com  and  Oats  Chop,   


FLOYD  VANPERVORT, 

VILLE,  PA. 
Com  and  Oats  Chop,  — 


LACE- 


WARREN  CITY  MILLS,  WARREN, 
PA. 

Com  and  Oats  Chop,  — .  


CORN,  OATS  AND  BARLEY  CHOP. 

ACME-EVANS  COMPANY,  INDIAN- 
APOLIS, IND. 
Acme  C.  O.  B.  Chop,   


J.  H.  LAVERY'S  SONS,  FRANKLIN, 
PA. 

Com,  Oats  and  Barley  Chop,   


CHOP  FEED. 

4CME-EVANS  COMPANY,  INDLVN- 

APOLIS,  IND. 
Acme  C.  0.  B.  Chop,   


Acme  C.  O.  B.  Chop, 


THE   AKRON   FEED    &  MILLING 

CO.,  AKRON,  OHIO. 
Ohio  Chop,   


Ohio  Chop, 


Portage  Fancy  Mixed  Feed,   

AMERICAN    DEALERS  TRADING 

CORPORATION.  PEORIA,  ILX. 
Amdetra  Chop  Feed,  —  i  


Tionesta     Milling-  Co., 
Tionesta. 


Union   City  Cooperative 
Association,  Union  City. 


Union    Coal    &  Supply 
Co.,  Union  City. 


Eloyd  Vandervort,  Lacey 
ville. 


Warren  City  Mills,  War- 
ren. 

Average,   


Tyrone  Milling  Co.,  Ty- 
rone. 


J.    H.    Lavery's  Sons, 
Franklin, 

Avora  ge,   


Homer  City  Feed  Mills, 
Homer  City. 


John   O'Connor   &  Son, 
Houtzflale. 

Average,   


John    S.    Brown's  Son, 
New  Castle. 


DuBois  Milling  Co.,  Du- 
Bois. 


Avera  ge, 


Mead  &  Banister,  North 
East. 


George  P..   Miller,  Holli- 
daystmrg. 


% 

10.69 


11.87 


11.04 


10.00 


11.68 
10.65 


9.08 


9.57 
9.32 


.03 


7.95 


S.45 


8.20 
11.35 

8.72 


I^oteln. 


% 
10.25 


11.63 


11.00 


11.13 


10.94 
10.96 


9.63 

11.75 
10.69 

10.88 


10.19 
10.54 


7.69 


8.31 


8.00 
12.88 


8.94 


% 


.00 


10.00 


3.00 


6.00 


fi.OO 


12.00 


.00 


*Not  Registered, 
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FEEDING  STUFFS  COLLECTED  IN  1022— Continued. 


Far.. 


Fiber. 


o 


3.00 


4. on 


4.00 


2.00 


2.00 


3.00 


3.00 


7o 
5.S9 


5.28 


6.50 


6.50 


4.. 50 
5.32 


11.69 


5.97 
8.83 


9.82 


10.20 
10.04 


14.43 


14.94 


14.68 


4.62 


9.91 


% 


7.00 


9.00 


7.00 


12.00 


12.00 


9. CO 


12.00 


(Jertilied  Coinpotition. 


Identified  by  Micro- 
scopical Examinatlou. 


I  90 


1 .55 


1  60 


1  75 


1  70 
1.83 


1.75 


2.00 
1.88 


1  80 


1  83 
1  83 


1  05 


1  60 


1  63 
1  85 


1  90 


Corn  and  oats. 


Corn  and  oats, 


Corn  and  oats, 


Half  and  hall  com  and 
oats. 


Corn  and  oats, 


Com,  oats  and  barley. 


Pure    corn , 
barley. 


oats  and 


Corn,  oats,  barley,  oat 
hulls  and  salt. 


Corn,  oats,  barley,  oat 
hulls  and  salt. 


Either  white  or  yellow 
.'helled  corn,  oat 
shorts,  oat  hulls,  oat 
midddling-s  and  one- 
half  of  one  per  cent, 
salt. 

Either  white  or  yellow 
shelled  com,  oat 
shorts,  oat  hulls,  oat 
middlings  and  one- 
half  of  one  per  cent, 
salt. 


White    corn    flour  and 
wheat  products. 


Corn  feed  meal,  oat 
shorts,  oat  middlings, 
oat  hulls. 


As  certified. 


As  certified. 


As  certified. 


As  certified, 


As  certified, 


As  certified. 


As  certified. 


Barley  and  salt  not 
detected.  Pound  al- 
so wheat  bran  and 
small  amount 
ground  grain  screen- 
ings. 

As  certified.   


Both  white  and  yellow 
corn  pre.sent. 


As  certified. 


As  certified. 


As  certified. 


9583 


8C54 


865 


9029 


8641 


8550 


9437 


9550 


8398 


9379 


9071 


8614 


8947 
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TABLE  III— A.NALYSES  OF  SAMPLES  OE 


ProteiB. 

s 

a 

Chemist's  nui 

Name  and  Address  of  Manufacturer 
or  Iinporter  and  Brand  Name. 

Sampled  From 

Moisture. 

g 
o 

OJ 

o 

+.* 

a 

a 

5 

'  AMERICAN  MILLING  CO.,  PEORIA 

ILL. 

9147    Anico  Chop  Eeed,   


f)377  Amco  Chop  Feed, 
91S6    Amco  Chop  Feed,  - 


9149 


noec 


9153 


8969 


St78 


9Cf;4 


a537 


9370 


83GG 


9531 


S931 


BERGIN  &  CO.,  NANTICOKE,  Pa. 
Mixed  Chop,   


J    S.  BROWN  &  SON,  LOYSBURG 
PA. 

Mixed  Chop,   


FRED  J.  DYER  &  CO.,  OURWENS- 

VILLE,  PA.' 
*Ryo  and  Oats  Chop,   

FAT  MILLING  CO.,  HOLLIDAYS- 

BURG,  PA. 
*Mixed  Chop,   


F\YETTE  MILLING  &  FEED  CO. 

UNIONTOWN,  PA. 
Economy  Chop,   


FAYETTEVILLE     MILLING  CO, 

FAYETTE  VILLE,  PA. 
Mixed  Feed ,   


GENERAL  FLOUR   &   FEED  CO. 

BUFFALO,  N".  Y. 
Pure  Quill  C.  &  O.  Feed,   


GOLDEN  LEADER  MILLING  CO., 

MIPDLETOWN,  PA. 
Golden  Leader  Corn  and  Oats  Chop, 


HARMONY  CEREAL  MILLS,  JIAR- 

MONY,  PA. 
*Toll  Chop,  


E    HELLYER,  .TR.  ALEXANDRIA, 
PA. 

Mixed  Chop,   


ROBERT  JAMIESON  &  SON,  FRE- 

DONIA,  PA. 
*Chop  Feed,   


THE   LAKE  ERIE  MILLING  CO., 

TOLEDO,  OHIO. 
Mollett's  C.  0.  &  B.  Chop,   


Dannals  Milling  Co.,  Al- 
toona. 

W.  W.  Davidson  &  Son, 
EUwood  City. 

G.  A.  Sohnelbach,  E.  E. 
Pittsburgh. 

Average,   


Bergin    &    Co.,  Nanti 
coke . 


.1.  S:  Brown  &  Son,  Loys- 
burg. 


8.50 
9,00 
10.04 
9.18 
10,40 

10.45 


%  % 


Fred  .1.  Dyer  &  Co.,  Cur-  9.63 
wensville. 


Fay   Milling   Co.,  Holli- 
day.sburg. 


Payette   Milling   &  Feed 
Co.,  Uniontown. 


Fayetteville  Milling  Co, 
Fayetteville. 


W.    G.    Spencer,  Clear- 
field. 


Golden     Loader  Milling 
Co.,  Middletown, 


Harmony    Cereal  Mills, 
Harmony. 


E.   Hellyer,   Jr.  Alexan- 
dria. 


Robert  Jamieson  &  Son, 
Fredonia. 

Crescent   Flour   &  Feed 
Co.  Punxsutawney. 


11.55 


10,60 


10.50 


.74 


10.91 


10,31 
8.81 
10.88 
10.00 
10.06 

11.19 

11.56 
10.75 

10.69 
14.31 

11.44 
10.44 


9.55  11.06 


11.47 


11.05 


9.80 


11.19 


11.4'; 


8.75 


% 


8.00 
8.00 
8,00 


,50 


6.  CO 


9.00 


9.00 


10.00 


9.00 


&-9 


*Not  Registered. 
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Fat. 


Fiber. 


% 

4.16 


3.34 
4.30 
3.93 
4. GO 

3.23 

2.59 
3.45 

3.99 
4.08 

5.53 

3.65 
3.67 

4.15 
3.83 
3.13 


3 
3 


% 

3.00 


3.00 
3.00 


S.50 


3.00 


3.00 


.00 


4.00 


10.73 
11.49 

9.74 
10.65 

5.59 

9.36 

4.37 

I 

3.43 

6.22 
T.CO 

6.02 


4.00 


3-4 


7.18 


G.28 


5.00 


4.42 


12.26 


Certified  Composition. 


Identified  by  jUiiro- 
scopieal  Exa.minat.on. 


% 
12.00 


12.00 
12.00 


5.50 


6-14 


9.00 


2  10 


2  00 
1  75 

1  95 

2  05 

1.60 
2  00 


Corn    feed    meal,  oat 

shorts,  oat  middlings, 

oat  fiulls. 
Corn    feed    meal,  oat 

shorts,  oat  middlings, 

oat  hulls. 
Corn    feed    meal,  oat 

shorts,  oat  middlings, 

oat  huUs. 


Com  bran,  com,  oats. 


Corn  oats,  wheat  mid- 
dlings, wheat  screen- 
ings and  oat  feed. 


5.00 


5,50 


1  EO 


2.00 


Rye  and  oats. 


Com,   oats  and  mixed 
grain  from  toll. 


Com,  oats  and  screen- 
ings. 


Corn  chop,  oats  chop, 
bran  and  middlings, 
cottonseed  meal. 


95  Crushed  or  ground  oats, 
corn  bran,  corn  feed 
meal,  and  cracked 
com  half  and  half. 


1  60 


1  5ft 


9.00 


C-9 


1  70 


1  90 


Corn,  cracked  com  tail- 
ings,   including  bran 
.  and  germ  and  oats. 


Sweepings, 
and  tolls. 


screenings 


Com,   oats  and  screen- 
ings. 


Corn,   oats   and  screen- 
ings. 


Corn,  oats,  oat  hulls, 
oat  gi'oats,  oat  mid- 
dlings, corn  meal  off.il, 
barley   and   I   of  1% 
salt. 


As  certified . 

As  certified. 

As  certified. 

As  certified. 


As  certified.    Oat  feed  9149 
included     oat  mid- 
dlings &  oat  hulls. 


9147 
9377 
9186 

9402 


As  certified. 


Found  also  small 
amount  barley,  rye 
and  buckwheat. 


As  certified, 


Found  also  smrll 
an^ount  ground 
gi'ain  screenings. 


As  certified. 


As  certified. 


Toll  grains  including 
com,  wheat,  oats, 
rye,  buckwheat,  mill 
sweepings  and  screen 
ings. 


9066 


9153 


8969 


8478 


9064 


8537 


9.376 


As  certified. 


As  certified. 


As  certified. 


9531 


S931 
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TABLE  III— ANALYSES  OF  SAJ.IPLES  OF 


R  Name  i>.Dd  Aridrcps  of  Manufacturer 
m       or  IiiiporttT  and  Brand  Name. 


J3 


9550 


8409 


9253 


9150 


9f;32 


8t77 


9423 


8853 


9070 


8771 


Mollett's  C.  0.  &  B.  Chop,   

Mollett's  0.  O.  &  B.  Chop,   

Mollett's  C-  «J-  *  B.  Chop,   

H.  H.   LYSINGER   &   SON,  BED- 

FORD, PA. 
*Mixed  Chop,  ;  

MCDONALD   MILLING    CO.,  MC- 
DONALD, PA. 
*Ghop,   

MARITIME  MILLING  CO.,  INC., 
BUPPALO,    N,  T. 
Bull  Brand  Chop  Feed,   

I.  J.  PIZOR  &  SON,  MERCER,  PA. 
*Chop  Feed,   

THE  TOLEDO  GRAIN  MILLING 

CO.,  TOLEDO.  OHIO. 
Camp's  C.  O.  &  B.  Chop  Feed, 

Camp's  C.  0.  &  B.  Feed,   


Camp's  C.  0.  &  B.  Chop  Feed, 


-Mot  Registered. 


J.  A.  MeKelvey,  Blairs-  ,  7.18 
ville. 


J.  0.  iReed,  Phillipsburg, 


Wood       &  Inghraru, 
Waynesburg-. 


Average, 


H.  H.  Lysinger  &  Son. 
Bedford. 


MeDonald    Milling  Co., 
McDonald. 


Walker-Diehl    &  Walker, 
Chambersburg. 


I.  .J.  Pizor  &  Son,  Mercer, 


Cnpp  Grocery  Co.,  Somer- 
set. 


DnBois  Milling  Co.,  Du- 
Bois. 


Prank  Waltman,  Chicora 


Average, 


10.92 


9.6-4 


9.. 38 


9.91 


11.43 


9.45 


% 
9.00 


10. oo 


9.81 


9.39 


11.13 


9. 88 


9.09 


10.. 55 


10.45 


10.50 


9. 09 


.96 


10.25 


11.15 


8.94 


10.18 


9.03 
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3 

o 


Tiber. 


3 


Certified  Couiposition. 


% 

4.15 


3.93 


•^.85 


3.77 


3.24 


4.10 


3.S6 


% 

3.00 


3-4 


3-4 


4.00 


4.21 


3.34 


3.50 


3.55 


3.50 


3.57 


3.50 


3.49 


% 

12.70 


6.58 


12.01 


10.88 


7.61 


4.29 


13.10 


7.31 


9.80 


7.25 


6.45 


7.83 


% 

9.00 


6-9 


6-9 


12.00 


.00 


9.00 


.00 


Bu],-^376— 12 


5^ 

1.75 


1.75 


1.50 


1  73 


1  60 


1  75 


1  65 


1  85 


1  75 


1  75 


1  75 


1  75 


Corn,   oats,   oat  liulls, 
oat  groats,  oat  niid- 
dlings,  com  meal  oft'al, 
barley   and   |   of  1% 
salt. 

Com,  oats,  oat  hulls, 
oat  groats,   oat  mid- 
dlings, com  meal  offal, 
barley   and   J   of  1% 
salt. 

Oom,   oats,   oat  hulls, 
oat  groats,  oat  mid- 
dlings, com  meal  offal, 
barley   and   |   of  1% 
salt. 


Corn,   oats  and  screen- 
ings. 

Corn  and  screenings. 


Ground  barley,  crushed 
or  ground  oats, 
ground  corn,  oat 
shorts  and  'i  of  1% 
salt.  Roughages,  oat 
hulls  (not  to  exceed 
15%). 

Com  and  oats.  (Buck- 
wheat hulls  that  may 
be  found  in  this  came 
from  mill) . 


White  or  yellow  com, 
oats,  barley,  com 
meal  mill  by-products, 
(fine  meal  and  sitt- 
ings), oat  meal  by- 
products, (oat  groats 
oat  middlings,  oat 
hulls),  i  of  1%  fine 
salt. 

White  or  yellow  corn, 
oats,  barley,  corn 
meal  mill  by-products, 
(fine  meal  and  sift- 
ings),  oat  meal  by- 
products, (oat  groats, 
oat  middlings.  oat 
hulls,  h  of  1%  fine 
salt. 

White  or  yellow  corn, 
oats,  barley,  com 
meal  mill  by-products, 
(fine  meal  and  sitt- 
ings), oat  meal  by- 
products, (oat  groats, 
oat  middlings.  oat 
huUg,)  I  of  1%  fine 
salt. 


Identified  by  Micro- 
scopical E^-amination. 


As  certified. 


9556 


Barley    not    detected.  8409 


Salt  not  detected.   i  9253 


As  certified. 


Ground  com  and 
ground  grain  screen- 
ing. 

As  certified.   


Corn,  oats  and  burk- 
wheat. 


As  certified. 


9150 


9032 


S477 


As  certified.  Both 
white  and  yellow 
corn  present. 


9423 


8853 


9070 


As    certified.      Both  ,  8771 
white     and  y,-lio.v 
corn  present. 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Protein. 

Ol 

D 

c 

JS'ami;  and  Address  of  Manufacturer 

Sampled  From 

m 

or  Importer  and  Brand  Name. 

i 

o 

IS] 

s 

c 

a 

Ci 

o 

3 

3 
c 

Camp's  Surprise  Chop  i'eed, 


MISCELLANEOUS  FEED. 

COLLIS     PRODUCTS  COMPANY, 

CLINTON,  IOWA. 
Collis'   Process   Pure  Dried  Buttrr- 

HARRINGTON  *  COMPANY,  DUS- 

HORE,  PA. 
Harlax   Condensed  Buttermilk,   

HERSHEY  CREAMERY  COMPANY, 
HARRISBURG,  PA. 

?NTERNATIONAL''MILLiN^^    CO. , 

MINNEAPOLIS,  MINN. 
Black  Hawk  Wheat  Germ  Middlings, 

THE  .JERSEE  CO..  MINNEAPOLIS, 
MINN. 

jersie  Milk  Pood  Compound,   


LACTEIN  FOOD  COMPANY,  MOD- 
ESTO, CAL. 
Lactcin     Concentrated  Buttermilk, 

Lactein     Concentrated  Buttermilk. 

Lactein     Concentrated  Buttermilk. 

THE  MANN  BROTHERS  CO.,  BUF 

FALO,  N.  Y. 
Pure  Ground  Flaxseed,   

H    E    MOTTS  COMPANY,  CLEVE 

L.AND,  OHIO. 
*Mott's  Feeding  Tankage,   

*Mott's  Feeding  Tankage,   

NEWSOME   FEED   &  GRAIN  CO. 

PITTSBURGH,  PA. 
Palmo  Midds,   


C.  P.  Harris,  MeadviUe, 


Earley  &  Detweiler,  Pal- 
myra. 


Thomas   F.    Piper  Com- 
pany, Philadelphia. 


E.  H.  Zercher,  Mt.  Joy, 


Svvope   Brothers,  Johns- 
town. 


New  Castle  Peed  &  Coal 
Co.,  New  Castle. 


S.   W.   Brown,  Philadel- 
phia. 

S.  W.  Brown  Buttermilk 

Co.,  Philadelphia. 
W.  M.  Painter,  Elverson, 

Average,   


Woodward  &  Co.,  Upper 
Darby. 


Brown  &  Fassett,  Mont- 
rose. 


George   Walter   &  Sons, 
butler. 


Average, 


Miteftell      Milling  Co. 
Clearfield . 


% 

7.75 


10.67 

65.09 

C4.fl8 
8.60 

10.80 


4.22 


0.80 


6.07 


6.43 


7.60 


9.38 


30.56 

12.13 

12.05 
29.88 

10.81 


80.. 38 

13.10 

12.(0 

83.94 

10.75 

13.00 

83.98 

10.40 

12.00 

82.76 

11.42 

24.63 


18.25 


18.83 


18.54 


16.88 


*Not  Registered. 
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FEEDING  STUFFS  CO'LLECTED  IN  1922— Continued. 


fat. 

flDer. 

jr  cwt. 

C 
a 

■c 
u 

3 
O 

a 
a 

6 

Found. 

Guaranteed. 

Price  per  ton  ( 

CertiBed  Composition. 

Identified  by  Micro- 
scopical EXamiuaiion. 

a 

1 
o 

% 

10 

h 
10.70 

/o 

9.00 

£ 

V 

1  65 

White   or   yellow  corn, 
oats,   corn  meal  miU 
by-products,  (.line  meal 
and  siftin^s),  oat  meal 
by-products  (oat 
groats,     oat  middl- 
ings  and   oat  hulls), 
■wheat    middlings  and 
one-half    of    one  pa- 
cent,  fine  salt. 

As  Certified.  

9450 

3.80 

3.50 

5.50 

8  50 

Pure  dried  buttermilk. 

As  certified.   

9407 

8.79 

3.64 

Total 

Solids. 

4  00 

Buttermilk    and  con- 

9184 

densery  residues. 

0.83 

Total 
35.32 

Solids. 

3.25 

Condensery  residues, - 

8690 

10.97 

8.75 

2.45 

S.25 

2  30 

Wheat  germ  middlings. 

As  certified.   

8826 

4.17 

4.50 

5.04 

6.00 

20  GO 

Powdered      milk,  St. 
John's     bread,  salt, 
starch,     sugar,  corn 
flour,  flour  middlings, 
dried  blood,  oxide  of 
iron,     calcium  phos- 
phate, anise. 

Powdered    milk  and 
blood  not  detected. 

Powdered    milk  and 
blood  not  detected. 

9191 
9191 

1.34 

1.50 

Total 
19.62 

Solids. 

5  25 

Concentrated  buttermilk. 

Modified  buttermilk... 

8892 

1.39 

1.50 

16.06 

4  75 

Concentrated  buttermi'.k. 

Modified    buttermilk.  __ 

9183 

1.54 
1.42 

1.50 

16.02 
17.23 

17.00 

4  25 
4.75 

Concentrated  buttermilk. 

Modified    buttermilk. __ 

9600 

34.21 
4.15 

5.91 

5.03 
6.90 

5.70 
0.91 

9.33 

5.12 

10  00 

Pure  ground  flaxseed, 

As  certified.    -- 

8635 

4.00 
4.00 

11.00 
11.00 

2  00 
1  75 
1  88 

Garbage  tankage  com- 
posed    largely  of 
vegetable  waste, 
with  meat  and  bone 
residues  &  glass. 

Garbage  tankage  com- 
posed    largely  of 
vegetable  waste, 
with  meat  and  bone 
residues  &  glass. 

9091 

8734 

7.00 

6.70 

9.00 

1  55 

Wheat    and   rye  middl- 
ings     with  ground 
screenings  not  exceed- 
ing mill  run  and  palm 
oil. 

As  certified.    _      -  -- 

9061 
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TABLE  III— ANALYSES  OP  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Si.mpled  From 


Protein. 


o 


8623    Palme  Midds 
8787    Palmo  Midds, 

SOUTHERN  OIL  &  PEED  MILLS 
INC.  PETERSBURG,  VA. 

8862  Gubernut  Concentrate 

1 

8863  Gubernut  Concentrate, 

PROPRIETARY   POULTRY  FEED. 

SCRATCH  PEED. 

ACME-EVANS  CO..  INDIANAPOLIS 
IND. 

ei30    Acme  Scratcti  Without  Grit 

AMERICAN  MILLING  CO.,  PEORIA 
ILL. 

9189    Tip  Top  Scratch  Feed 

ARCADY    FARMS    MILLING  CO 
CHOCAGO,  ILL. 
8829    Riverside  Scratch  Peed 

H.   0.   AYER,   ULSTER,  PA 
9016    Mixed  Grains  for  Poultry, 

V 

J.  J.  BAJIENOCH  CO.,  CHOCAGO 
ILL. 

8565    C-Er-Lay  Fine  Chick  Feed  No  Grit 


8563    CLE1--Lay  Poultry  Peed  No  Grit, 


BLANK  &  GOTTSHALL  CO.,  INC. 
SHNRURY,  PA. 
8959    B.  &  G.  Chick  Pood  Invigorator,  _ 


Newtown   Peed   &  Grain 
Co.,  Newtown. 


Parker  Milling  Co.,  Par- 
kers Landing. 


Average, 


Woodward  &  Co.,  Phila- 
delphia. 


Woodward  &  Co.,  Phila- 
delphia. 


Average, 


0.   S.   Ebersole   &  Co., 
Penbrook. 


New  Castle  Feed  &  Coal 
Co.,  New  Castle. 


-lohnstown    Milling  Co. 
Johnstown. 


H.  0.  Ayer,  Ulster, 


E.    M.    Rutter   &  Co. 
Keiv  Holland. 


E.    M.    Rutter    &  Co. 
New  Holland. 


The    Hex    Milling  Co. 
Shamokin. 


% 

8.87 


9.04 

8.50 

7.51 

7.61 
7.56 


% 

16.13 


15.56 

16.19 

47.63 

48.56 
48.10 


9.85 


11.50 


10.35 


11.73 


12.76 


10.98 


11.65 


12.31 


11.06 


11.50 


10.56 


10.69 


10.68 


11.31 


*Not  Registered. 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


o 


C 


Certified  Ccii. position. 


Mi'.'itifitd  by  MiCTO- 
sc'opical  Examination. 


3.06 


3.85 


% 

7.00 


.00 


2.50 


2.50 


2.50 


2., 50 


2.50 


3.00 


2.50 


2.50 


2.25 


6.88 


.82 


4.01 


5.75 


3.05 


3. 28 


3.17 


2.00 


3,12 


2.41 


% 

9.00 


9.00 


5.00 


5.00 


5.00 


5.00 


5.00 


5.00 


5.00 


5.00 


3.50 


$ 

1  50 


1  00 


1.35 


4  50 


Wheat  and  rye  midd- 
lings witli  ground 
screenings  not  exceed- 
ing mill  run  and  palm 
oil. 

Wheat  and  rye  midd- 
lings with  ground 
screenings  not  exceed- 
ing mill  run  and  palm 
oil. 


Granulated  machine 
dried  fish  scrap,  gran- 
ulated peanut  oil  cake. 


50  Ground  machine  dried 
fish  scrap,  peanut  oil 
cake  meal. 


4  60 


2  10 


2.10 


2  50 


2  10 


45  00 


41  00 


2  75 


Wheat,    cracked  corn, 
buckwheat,  barley, 
sunflower  seed,  KafBr 
corn. 


Wheat,  corn,  Kaffir, 
barley,  oats,  i  of  1% 
sunflower  seed. 


Wheat,  cracked  corn, 
oats,  barley,  Kaffir 
corn,  milo  maize, 
buckwheat  and  sun- 
flower seed. 

Wheat,  com.  Kpffir 
com,  or  milo  maize, 
buckwheat,  barley  and 
oats. 


Cracked  wheat,  cr^ck^d 
com,  cracked  KnfPr 
com,  millet  se  d, 
cracked  milo  maize  and 
oat  groats. 

Wheat,    cracked  corn, 

Kaffir      com,  milo 

maize,  barley,  oats, 
sunflower  seed. 


Cracked  com,  crnck'^d 
wheat,  cracked  Kaffir 
com,  cracked  milo 
maize,  millet  and 
cracked  peas. 


As  certified. 


As  certified. 


Found  also  traces  of 
peanut  hulls. 


Found  also  traces  of 
peanut  hulls. 


8623 


8787 


8862 


8863 


As  certified. 


Found  also  small 
amount  whole  weed 
seeds. 


As  certified. 


As  eertifled. 


As  certified. 


Sunflower  seed  not  de- 
tected. Found  also 
small  amount  whole 
weed  seeds. 


Peas  not  detected. 


9130 


9189 


8829 


9016 


8565 


8563 


8959 
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TABLE  III— ANAIiYS'ES  OF  SAMPLES  OF 


S 


Name  end  Address  of  Manufacturer 
or  Importer  and  Brand  ^'fme. 


Siimpled  From 


Protein. 


•a 


8730 
8731 


0080 


8532 


9314 


8381 
9259 

&372 
8405 

8995 

9041 
934C 

9200 
C297 


P.    G.    BRENEMAN,  COLUMBIA, 
PA. 

P.  G.  Breneman's  Chiek  Peed,   

P.  G.  Breneman's  Hen  Feed,   

BROWN   iSs   FASSETT,  TUNKHAN- 

NOCK,  PA. 
Scratch  Feed,  Clear  Mixed  Feed  for 
Poultry  Makes  Hens  Lay. 

CARBANDALE  MILLING  CO.,  CAR- 

BONDALE,  PA. 
Pure  Grain  Chiek  Feed,   

CLOVER    LEAF    MILLING  CO., 

BUFFALO,  N.  Y. 
Clover  Leaf  Mills  Scratch  Grains,  _. 

Peerless  Scratch  Grains,   

Prove  Scratch  Grain,   

THE   G.    E.   CONKEY  COMPANY, 

TOLEDO,  OHIO. 
Conkey's  Scratch  Grain,   

THE     CORNO    MILLS    CO.,  ST. 

LOUIS,  MO. 
Nutro  Hen  Feed,   

Nutro  Hen  Feed,   

DAYTON  MILLING   CO.,  TOWAN- 
DA,  PA. 

Scratch  Grains,  No  Grit,   

THE    ALBERT    DICKINSON  CO., 

CHICAGO,  ILL. 
Globe  Scratch  Feed,   .  

Rival  Scratch  Peed,   

DIXIE    MILLS    CO..    EAST  ST., 

LOUIS,  ILL. 
Dixie  Hen  Feed,   

Dixie  Hen  Feed,   


P.  G.  Breneman,  Colum- 
hia. 

P.  G.  Breneman,  Colum- 
bia. 


Br-,wn       FaiS"tt,  Tank- 
hannock 


Carbondale  Milling  Co. 
Carbondale. 


Frank  C.  Lewis,  Doyles- 
town . 


The  Goldsboro  Pure  Feed 
Co.,  Etters. 

A.  G.  Smith,  Mt  Union, 


Rochester  Sfed  &  Supply 
Co.,  Rochester. 


Petersburg-  Grain,  Feed  & 
Supply  Co.,  Petersburg. 

Winbnrne     Milling  Co., 
Winburne. 


Avera  ge. 


Dayton  Milling  Co.,  To- 
wanda. 


S.  E.  Floyd  &  Son,  Pitts- 
burgh. 


% 

12.06 
13.24 


10.35 

10.14 

10.80 
12.61 
11.00 

11.50 

10.90 
11.55 
11.22 

11.30 

10.90 


The     Irvin     Muir     Co.,  l  10.10 
Braddock. 


A.   C.   Godshall  &  Co., 
Inc.,  Lansdale. 

A.   C.   God.shall  &  Co., 
Inc.,  Lansdale. 


10.80 


11.05 


n 
11.25 

9.63 


11.. 50 

11.44 

10.31 
11.00 
9.81 

10.94 

10.19 
10.00 
10.10 

11.44 

11.44 
10.44 

11.06 
10.38 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Tiber. 


2.47 


O 


% 

2.50 
2.. 50 


3.00 


2.50 


2.50 


3.43  2.50 


1.75 


3.00 
.S.OO 


3.WI 


2.50 


2.50 


3.00 


3.00 


% 
1.96 

2.61 


S.33 

4.02 

2.. 55 
2. 04 
2.14 

2.64 

2.50 
2.2S 
2.39 

3.24 

3.74 
3.2S 

2.92 
2.03 


3 


% 

4.00 
4.00 


4.00 


.00 


5.  CO 


.00 


3.00 
3.. 50 


5.00 


.00 


5.00 


5.00 


5.00 


Certified  Crmpcsition. 


2  70 
2.40 


2  20 


2  £5 


2.50 


2  05 


2  25 


40 


2  70 


Wheat,      corn,  Kaflir, 
milo  maize,  millet. 

Cracked  corn  buckwheat 
sunflower  seed,  barley, 
lialEr  corn,  wheat, 
niilo,  maize. 


Cracked    corn,  wheat, 

buckwheat,  oats, 
KafiBr     com,  barly 

and  sunflower  setd. 


Wheat,  cracked  corn, 
oilts,  buckwheat,  bar- 
and  sunflower  setd. 


Wheat,  cracked  corn, 
Kaffir  corn  barlry, 
oats,  buckwheat,  sun- 
flower seed. 

Wheat,  cracked  corn, 
KaiSr  corn,  barley, 
oats,  buckwheat,  sun- 
flower seed. 

Wheat,    cracked  corn 
Kaffir    corn,  barley, 
oats,  buckwheat. 


40    Wheat,     cracked  corn, 
KafBr     com,  barley, 
buckwheat    and  sun- 
flower seed. 


Wheat,  cracked  corn, 
barley,  oats,  KafBr 
corn  and  buckwheat. 
2  25  Cracked  corn,  whest, 
KaflSr,  barley,  oats 
and  buckwheat. 

2  25  ■ 


0  or. 


Corn.     wheat,  barl"y, 
KafBr     corn,  buck- 
wheat, linseed  oil  cake, 
sun  flow'  r. 

Com,  wheat,  barley 
oats,  Kafflr  corn  and 
buckwheat. 


Wheat. 

milo, 

wheat. 

seed . 
Wheat, 

milo. 


corn,  Kaffir, 
barley,  buck- 
oats,  sunflour 


Iden  -'fed  by  JMicro- 
scopical  Examination. 


corn, 
barley. 


Katlir, 
buck- 


As  certified . 
As  certified . 


Found  also  small 
amount  whole  weed 
seeds. 


As  certified . 


As  certified . 


As  certified. 


As  certified. 


Simflower  seed  not  de 
tected. 


As  certified . 
As  certified. 


Cracked  corn,  oats, 
wheat,  buckwheat  & 
Kafflr  corn. 


As  certified. 


As  certified. 


As  certified . 


As  certified. 


8730 
8731 


9080 


8532 


9314 


8708 


8381 


P259 


8372 
81-05 


8995 


9041 


9346 


9290 


9l97 


wheat,  oats,  sunflour 
seed. 


TABLE  III— ANALYSES  OF  SAMPLES  OE 


Name  and  Address  of  Manufacturer 
or  Importer  and  Braud  Mame. 


0821 


9392 


8710 


9124 


8fi82 


8589 


Dixis  Hen  Peed, 


8725 


8186 


8fi34 


8S72 


9125 


JOHN    W.    ESHELMAN"    &  SONS, 

LANCASTER,  PA. 
Eshclman's  Scratch   Fe.d  No  Grit, 


Eshelman's  Scratch  Feed  No  Grit, 


Eshclman's   Scratch   Peed   No  Grit. 


Eshclman's   Scratch   Pc;d  No  Grit, 


Eshelman's    Scratcii    Peed    No  Grit 


Imperial  Scratch  Peed  No  Grit, 


Imperial  Scratch  Peed  No  Grit, 


Imperial  Scratch  Peed  No  Grit, 


Imperial  Scratch  Peed  No  Grit. 


Sampled  Prom 


Protein. 


•a 
a 


o 


Prank  C.  Lewis,  Doyles- 
town. 


Average, 


Gibbs  Milling-  Co.,  Nan- 
ticoke. 


Manchester  Grange  Coop- 
erative Association, 
Emigsville. 


Paxton    Plour    &    Peed  |  10.44 
Co.,  Progress. 


% 

11.05 


10.96 


10.00 


10.90 


Imperial  Scratch  Feed  5%'  Grit, 


8724    Pennsy  Scratch  Feed  No  Grit, 


Pomona  No.  3  Exchange 
West  Chester, 


Jos.  Walker  &  Sons  Co., 
Gap. 


Average, 


H.    A.    Pishburn,  Pen- 
brook. 


W'nodward  &  Co.,  Phila- 
delphia. 


Woodward  &  Co.,  Upper 
Darby. 


Woodward  &  Co.,  Darby, 


Average, 


Paxton    Flour    &  Peed 
Co.,  Progress. 


H.    A.    Pishburn,  Pen- 
brook. 


13.68 


11.08 


11.22 
13.20 


11.72 


10.90 


10.50 


11.58 
9.70 


13.31 


10.44 


10.03 


10.50 


11.00 


10.81 


11.06 


10.94 


10.87 
9.50 


io.no 


10.00 


10.31 


9.95 
10.00 


9.63 


3 


r 
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FEEDING  STUFFS  COLLECTED  IN  1922— Coutinuod. 


Fat 

1  fiber. 

t 

c 

o 

a 

a 

•c 
c 

O 

a 
o 

P* 

Certified  Composition. 

Ideutifled   by  lUicro- 
scopieai  E.xamination. 

3 
O 

53 
3 

3 

o 

cz 
3 

o 

CJ 

1 

S3 

3.47 

% 

3.00 

% 

3.0O 

% 

5.00 

2  35 

Wheat,     corn,  Kaffir, 



As  certified . 

9S21 

3.42 

2.64 

2  48 

milo,     barley,  buck- 
wheat,  oats,  sunflour 
seed. 

3.13 

3.00 

3.02 

4.00 

2  CO 

Cracked    corn,  wheat. 

As  certified.     

9392 

4.05 

3.00 

2.S9 

4.00 

2  25 

Kaffir    corn,  barley, 
buckwheat,  oats,  i  of 
1%  sunflour  seed. 
Cracked    corn,  wheat. 

As  certified.  . 

8716 

3.23 

3.00 

3.00 

4.00 

2  40 

Kaffir    corn,  barley, 
buckwhiat,  oats,  J  of 
1%  sunflour  seed. 
Cracked    corn,  wheat, 

As  certified. 

9124 

2.86 
3.01 

3.26 

3.00 
3.00 

3.00 
2.43 

2.86 

4.00 
4.00 

2  25 
2  25 

2  35 

Kaffir    corn,  barley, 
buckwheat,  oats,  J  of 
1%  sunflour  seeds. 

Cracked    corn,  wheat, 
Kaffir    corn,  barley, 
buckwheat,  oats,  I  of 
1%  sunflour  seeds." 

Cracked    corn,  wh"at, 
Kaffir    corn,  barley, 
buckwheat,  oats,  rye, 
sunflour  seed,  recleancd 
grain  screenings  from 
wheat. 

Found      also  small 
amount  wil,d  oats. 

Found      also  small 
amount  whole  weed 
seeds. 

8082 
8589 

3.77 

3.00 

2.38 

4.00 

2  15 

Cracked  corn,  Kaffir  com 
barley,    wheat,  buck- 
wheat, oats,  4  of  1% 
sunflour      seed,  re- 
cleaned    grain  screen- 
ings from  wheat. 

Cracked  com,  Kaffir  corn 
barley,    wheat,  buck- 
wheat, oats,  1  of  1% 
sunflour      seed  re- 
cleaned    grain  screen- 
ings from  wheat. 

As  certified. 

8725 

3.07 

3.00 

2.46 

4.00 

2  50 

Found      also  small 
amount  whole  weed 
seeds. 

8480 

3.65 

3.00 

2.72 

4.00 

2  35 

Cracked  corn,  Kaffir  corn 
barley,    wheat,  buck- 
wheat, oats,  1  of  1% 
sunflour      seed,  re- 
cleaned    grain  screen- 
ings from  wheat. 

Pound      also  small 
amount  whole  weed 
seeds. 

8634 

3.63 
3.53 

3.00 

2.C5 
2.55 

4.00 

2  60 

2  40 
2  25 

Cracked  corn,  Kaffir  corn 
barley,    wheat,  buck- 
wheat, oats,  1  of  1% 
sunflour      seed,  re- 
cleaned     £rVii  in  cprppn 
ings  from  wheat. 

Found      also  small 
amount  small  whole 
weed  seeds. 

8872 

3.53 

3.00 

2.64 

4.00 

Cracked     corn,  Kaffir 
com,    barley,  wheat, 
buckwheat,  oats,  h  of 
1%  sunflour  seed,"  re- 
cleaned    grain  screen- 
ings from  wheat,  grit. 

As  certified.   

9125 

3.62 

3.00 

2.55 

4.00 

2  CO 

Cracked    corn,    barley,  I 
KalHr     corn,  wheat, 
buckwheat,    oats,  re- 
cleaned    grain  screen- 
ings from  wheat. 

As  certified.   

8724 

^  iS6 

TABLE  III— ANALYSES  OF  SAMPLES  OP 


Name  and  Address  o£  Manufacturer 
or  lunjorter  f.nd  Bruud  ^aDJfc. 


S3 
O 


Sampled  From 


o 
3 


Protein. 


o 


8535 


8538 


9083 


8768 


8506 


,8421 


8950 


9222 


&j08 


9196 


9088 


9007 


J.  N.  GELDER,  CARBONDAT.E,  PA. 
*Petaluma  i-oultry  Peed,   


GOLDEN  LEADER  MILLING  GO. 

MIDDLETOWN,  PA. 
Golden  Leader  Scratch  Peed,   


D.    H.    GRANDIN   MILLING  CO., 

JAMESTOWN,  N.  Y. 
Grandin's  Screened  Scratch  Peed  No 
Grit. 


HALES    &    'HUNTEK    00.,    CHI-  i 

CAGO  ILL. 
Morning-  Glory  Scratch  Feed,   


EDWARD    HENNING.  S. 

•BURGH,  PA. 

Monitor  Scratch  Peed,  -_. 


PITTS- 


THE  HEX  MILLING  VO.,  SHAIVIO- 

KIN,  PA. 
Hen  Pood,   


Hon  Pood, 


HOPPER    &    GARMAN,  HARRIS- 
BURG,  PA. 
La-O-La  Scratch  Peed,   


J.  N.  Gelder,  Carbondale 


Golden     Leader  Milling 
Co.,  Middletown. 


.J.    C.    Harrington  Co. 
Montrose. 


p    -T    Oesterling  &  Son, 
Butler. 


Edwjird  Hcnning,  8.  Pitts 
burgh. 


The    Hex    Milling  Co.. 
Shamokin. 


The    Hex    Milling  Co. 
Shamolnn. 


Average, 


HONESDALE       MILLING  CO. 

HONESDALE,  PA. 
Choice  Mixed  Grain  for  Poultry,  _ 


ILLINOIS    PEED     &  ELEVATOR 

CO.,  BLOOMINGTON,  ILL. 
Illinois  Fancy  Scratch  Peed,   


KASCO  MILLS,  WAVERLY,  N.  Y. 
Apex  Scratch  Grain,   


8706 


8838 


*Kasco  Growing  Grains,   

CHARLES   A.    KRAUSE  MILLING 

CO.,  MILWAUKEE,  WIS. 
Blue  Top  Scratch  Peed,   


Cream  City  Scratch  Peed, 


Hoffer  *  Garman,  Har- 
risburg. 

Honesdale    Milling  Co., 
Honesdale. 


J.  M.  Brown  &  Co.,  N. 
S.  Pittsburgh. 

Andre    &    Sweet,  Mont- 
rose. 


Farmers'  Cooperative  Co. 
Inc.,  Wysox. 


Alex  Williamson,  W.  E. 
Pittsburgh. 


G.    P.    Musser    &  Co. 
Bcllfonto. 


% 

11.78 


11.61 
10.93 

12.50 

11.26 

10. .37 

11.18 
10.77 

11.35 

12.05 

11.10 
9.93 
12.32 

11.00 
10.37 


7o 

11.75 


10.00 
10.44 

10.88 

10.63 

9.81 

10.63 
10.22 

10.63 

10.13 

10.63 
10.63 
9.81 

10.44 
9.56 


10.00 


10.00 


10. TO 


10.00 


s.ro 
to 

10.50 

8.00 
to 
10.50 


9.12 


9. GO) 


9.00 


10.00 


.00 


9.00 


y.oo 


*Not  Registered. 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


a 


o 


2.50 


2.50 


2.50 


2.50 


2-3 


2-3 


3-6 


3.00 


3.00 


3.00 


3.00 


1.50 


1.50. 


% 
3.S 


3.02 
3.02 
4.20 

3.24 

2.84 
3.04 

2.91 

3.50 

2.95 
2.72 


3.17 


2.54 


% 


5.00 


5.00 


5.00 


3.00 


2-3 


2-3 


2.75 
to 
3.50 


3.00 


5.00 


5.00 


5.00 


5.00 


5.00 


Certified  Composition. 


3  25 

2  eo 

2  40 
2  SO 
2  25 

2  10 

2  10 
2  10 

2  25 

40  00 

2  50 
2  28 
2  50 


Identified  by  Micro- 
scopical E.xiuniuation. 


B 
a 
a 


?,  25 


Barley,  wheat,  cracked 
corn,  buckwheat,  Kaf- 
fir corn,  oats. 

Wheat,     cracked  corn, 
Kaffir  corn,  milo  maize, 
buckwheat,    oats  and 
sunflour  seed. 


Wheat,     cracked  corn, 
Kaffir  corn,  milo  maiz°, 
barley,  buckwheat  and 
sunflour  seed. 


Wheat,  cracked  corn, 
Kaffir  corn,  barley, 
oat.s,  buckwheat  and 
sunflour  seed. 


Wheat,    cracked  com, 
Kaffir  corn,  buckwhei!t. 
barley     and  sunflour 
seed. 


Wheat,  cracked  corn, 
oats,  buckwheat,  Kaf- 
fir corn  and  oyster 
shells. 

Wheat,  cracked  corn, 
barley,  oats,  buck- 
wheat. Kaffir  corn. 


Cracked  corn,  buck- 
wheat, oats,  Kaffir 
corn  and  sunflour  seed. 

Cracked  corn,  oyster 
shell,  wheat,  oats, 
Kaffir  corn,  whole  corn. 


Cracked  corn,  wheat, 
milo,  buckwheat,  bar- 
ley and  sunflour  seed. 

Cracked  corn,  wheat, 
barley,  buckwheat, 
Kaffir  corn  or  milo 
maize,  sunflower  seed. 

Wheat,  cracked  corn, 
milo  maize  or  Kaffir 
corn,  buckwheat. 


Wheat,  com,  milo  maize 
or  Kaffir  corn,  barlty, 
oats,  buckwheat  and 
sunflower  seed. 

Wheat,  corn,  Kaffir 
corn  or  milo  maize, 
barley,  oats,  buck- 
wheat and  buckwhr'at 
screenings ,  sunflower 
seed  and  grit. 


As  certified . 


As  certified . 


As  certified. 


As  certified. 


As  certified . 


As  certified. 


Found      also  trace 
whole  weed  seeds. 


As  certified. 


Oyster  shells  not  de- 
tected. Found  also 
buckwheat. 


As  certified. 

As  certified. 

As  certified . 

As  certified. 

As  certified . 


85.35 


8538 


9083 


8768 


8506 


8421 


8956 


9222 


85(18 


919G 


9088 


9007; 


8706. 


8838 


ISS 

TABLE  III— ANALYSES  OF  SAMPLES  OF 


J2 

a 

a 


a 
o 


Name  and  Address  of  Manufacturer 
or  Importer  and  BruDd  Name. 


Sampled  From 


Protein. 


a 


o 


['193 


S-M2 


031.3 


Cream  City  Scratch  Peed, 


8661 


8729 


89i8 


8797 


8799 


9430 


8091 


8517 


New  Castle  Peed  &  Coal 
Co.,  Mew  Castle. 


Average, 


Krause  Scratch  Peed  No  Grit, 
Krause  Scratch  Peed  No  Grit, 


LANCASTER  MILL  &-  ELEVATOR 

CO.,  LANCASTER,  PA. 
Lancaster  Scratch  Feed  No  Grit,   


LEVAN  &  SONS,  COLTTMBIA,  PA. 
Levan  &  Sons'  Blue  Ribbon  Poultry 
Peed. 

MARTIN  &  CO.,  ALTOONA,  PA. 
Liberty  Standard  Mixed  Grams,  — 

C    P   MATTHEWS  &  SONS,  INC., 

SCRANTON,  PA. 
Best  Mixed  Grain  for  Little  Chickens, 

Premium   Chicken  Eeed,   

Wyandotte  Scratch  Grain,   

THE      McMILLEN      CO.,  FORT 

WAl'NE.  IND. 
Universal  Scratch  Grain,   

Wayne   Scratch  Pied,   

Wayne    Scratch  Feed,   

Wayne    Scratch  Peed,   


Jo.seph  Burkholder,  Hum- 
melstown. 


Prank  C.  Lewis,  Doyles- 
town. 


Average, 


Fred  L.   Lemout,  Phila- 
delphia. 


CoKunbia    Milling  Co., 
Columbia. 


M'irtin  &  Company,  Al- 
toona. 


C.  P.  Matthews  &  Sons, 
Inc.,  Wilkes-Barre. 


C.  P.  Matthews  &  Sons, 
Inc.,  Wilkes-Barre. 


C    P.  Matthew.s  &  Sons, 
Inc.,  AViLkes-Barre. 


Frank  Day,  Farrell, 


Bi'ckerstaff      &  T'odd, 
Woodlawn. 


Wayne  Milling  Co.,  Hones 
dale. 


% 

11.05 


11.01 
10.40 


in.  20 


10.30 


12.77 


13.08 


AV-Pt     Side     Peed     Co.,  11.72 
Erie. 


9.82 


9.30 


11.15 


10.72 


.02 


IS.  63 


10.67 


% 

11.00 


10.28 
11.63 


10.63 


11.13 


10.31 


10.38 


9.00 


9.00 


9.00 


10.00 


6-8 


Average, 


11.63  9.00 


11.75  10.00 


11.. 31 


11.06 


10.19 


10.50 


10.75 


8.00 


8.00 


10.00 


10.00 


10.  CO 


11.19  10.00 


11.67  10.81 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Pat. 


Fiber. 


o     I  Certified  CoiuposiUon. 


Identified  by  Micro- 
scopical Examination. 


% 

1.50 


3.0(1 


2-3 


4.0O 


3.50 


2  00 


2.00 


3.0O 


3.00 


3.00 


3.  on 


2.91 


2.B4 


2.85 


3.41 


3.14 


4.24 


4.0O 


2.31 


2.53 


5.00 


.61 


2.45 


4.00 


5-6 


4.00 


5.00 


5.00 


5.00 


5.00 


4.50 


4.60 


4  60 


2  10 


2  IS 
2  25 


2  35 


2  30 


2  50 


2  50 


2  TO 


I 


2  40 


2  20 


2  10 


2  50 


2  50 


2  42 


Wheat,  corn,  Kaffir  corn 
or  milo  maize,  barley, 
oats,  budiwheat,  buck- 
wheat screenings  and 
sunflower  seed. 


Wheat,      com,  KaiBr 
com    or   milo  maize, 
barley,  buckwheat,  sun- 
flower seed. 

Wheat,      corn,  Kaffir 
com    or   milo  maize,, 
barley,  buckwheat,  sun- 
flower seed. 


Cracked  corn,  wheat, 
Kaffir  corn,  barley, 
buckwheat,  oats,  rye, 
sunflower  seed,  re- 
cleaned  grain  screen- 
ings from  wheat. 

Buckwheat,  wheat,  Kaf- 
fir com,  barley,  sun- 
flower    seed,  oats, 
cracked  corn. 

Cracked  com,  barley, 
oats,  Kaffir  corn,  peas 
and  sunflower  seed. 


Cracked  corn,  huUed 
oats,  cracked  wheat, 
cracked  Kaffir  corn, 
millet. 

Kaf"r  corn,  buckwheat 
grains,  wheat,  cracked 
cr-rn.  barley,  sunflow- 
er seeds. 

Cracl-ed  com,  wheat, 
buckwheat  grain,  Kaf- 
fir corn,  barley,  oats, 
grit  and  oyster  shells, 
sunflower  seeds. 


Cracked  corn,  wheat, 
barley,  Kaffir,  milo 
oats,  buckwheat,  sun- 
flower seed. 

Wheat,  corn,  Kaffir, 
milo,  barley,  oats, 
buckwheat  and  sun- 
flower. 

WTieat,  corn,  Kaffir, 
milo,  barley,  oats, 
buckwheat  and  sun- 
flower. 

Wheat,  com,  Kaffir, 
milo,  barley,  oats, 
buckwheat  and  sun- 
flower. 


Pound  also  small 
amount  small  whole 
weed  seeds  and 
vetch. 


Found  also  oats. 


As  certified. 


919.3 


8442 


9313 


Found  also  small 
amount  small  whole 
weed  seeds. 


As  certified. 


As  certified. 


As  certified. 


As  certified. 


As  certified. 


As  certified, 


As  certified. 


S661 


87£9 


Found  also  small  a- 
mount  whole  weed 
seeds. 


Found      also  trace 
whole  weed  seeds. 


8798 


8797 


8799 


9430 


8691 


8517 


8595 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Protein. 

a 

CJ 

Name  and  Address  of  Manufacttirer 

Sampled  From 

01 

or  Importer  pnd  Bruud  JSume. 

4-* 

CO 

D 

a 

.2 

g 

'5 

o 

:3 

a 
o 

9446 


8814 


8807 


0647 


8808 


9646 


McQUISTON    BROS.    CO.,  MEAD- 

VILLE,  PA. 
Imperial  Scratch  Grains,   


MINERHILLARD    MILLING  CO. 

WILKES-BARRE,  PA. 
Little  Chick  Peed,   


Mixed  Chicken  Peed, 


Mixed  Chicken  Peed, 


No.  1  Scratch  Peed, 


No.  1  Scratch  Peed, 


McQuiston  Brothers  Co., 
Meadville. 


Miner-Hillard  Milling  Co. 
Wilkes-Barre. 


Miner-Hillard  Milling  Co. 
Wilkes-Barre. 


Miner-Hillard  MiUiog  Co., 
Plymouth. 


Average, 


% 

10.00 


10.77 


10.31 


8.75 


% 

10.00 


12.31 


10.06 


10.00 


Miner-Hillard  Milling  Co. 
Wilkes-Barre. 


Miner-Hillard  Milling  Co., 
Plj'mouth. 


9.53  10.03 
10.94  10.31 


9467 
9466 

9.475 


MYSTIC  MILLING   &   PEED  CO. 

ROCHESTER,  N.  Y. 
*Mystic   Intt'i-mediato  Peed,   


Mystic  Scratching  Grains, 


Mystic  Scratching  Grains, 


Average, 


P.  P.  Case  &  Son,  Troy, 
P.  P.  Case  &  Son,  Troy 


Farmers'    &  Consumers' 
Commercial  Union,  Troy 


10.59 


10.94 


10.76  10.63 


95-17 

95-18 
91-31 


NOWAK  MILLING  CORPORATION, 

BDPFALO,  N.  T. 
Domino  Formerly   Justice  Develop- 
ing Peed  ■ 


Domino  Pigeon  Peed,  -. 
Marathon  Scratch  Peed,, 


Avr-rage, 


Muth  Brothers,  Elizabeth- 
town. 

Muth  Brothers,  Elizabeth 
town. 

O.   S.   Ebersole  &  Co., 
Penbrook. 


9.99 
9.50 

11.24 

10.37 

10.21 

11.05 
10.16 


11.69 
11.56 

11.69 

11.63 

12.19 

15.06 
10.81 


8.00 

10.00 
10.00. 


*Not  Registered,. 


iyi 

FEEDING  STUFFS  COLLECTED  IX  lO^li— Continueil. 


Fat. 


Fiber. 


% 

2.50 


2.0O 


2.0O 


2.00 


2.00 


2.00 


2.. 5-4 
2-3 


2-3 


2.50 

3.0O 
3.00 


% 

2.95 


1.94 


2.60 


2.96 


2.78 
2.90 


3.29 

2.. 59 
3.50 

3.79 

3.64 

2.85 

4.38 
2.47 


3 
O 


% 

5.00 


.00 


4.00 


4.00 


4.00 


4.0O 


3.-4. 
2.-3.5 


2.-3.5 


5.00 

5.00 
5.00 


Certified  Composition. 


Xdentilied  by  Micro- 
scopical Kxiimination. 


a 


2  25 


2  70 
2.10 

2  40 

2.25 
2  20 

2  50 

2  35 

2  00 
2  20 

2  25 

2  23 

2  CO 

2  85 
2  .50 


Wlieat,  corn,  barley, 
oats,  Kaffir  corn, 
buckwheat  and  sun- 
flower seed . 


Cracked  wheat,  cracked 
peas,     cracked  corn, 
cracked   Kaffir,  crack- 
ed milo  maize,  millet. 
Coarse    hominy,  Kaffir 
corn,  buckwheat  grain, 
wheat,    cracked  corn, 
grit,      cracked  peas, 
■  sunflower  seeds,  bar- 
ley, milo  maize. 
Coarse    hominy,  grit, 
corn,  cracked 
buckwheat 
sunflower  seed, 
barley,  crack- 


Kaffir 
peas, 
grain, 
wheat, 
ed  corn . 


Milo  maize,  wheat, 
coarse  hominy,  crack- 
ed corn,  Kaffir  corn, 
cracked  peas,  buck- 
wheat grain,  sunflow- 
er seed,  barley. 

Milo  maize,  wheat, 
coarse  hominy,  crack- 
ed corn,  Kaffir  corn, 
cracked  peas,  buck- 
wheat grain,  sunflow- 
er seed,  barley. 


Hulled  oats,  green  peas, 
chick  cracked  wheat 
and  cracked  corn. 

Wheat,  milo  maize, 
buckwheat  and  field 
peas. 

Cracked   com.  milo 
maize,  wheat,  barley, 
buckwheat,     sunflower  | 
seed.  I 


As  certified, 

As  certified, 

As  certified. 

As  certified, 


round  also  small  a- 
mount  of  whole 
weed  seeds. 


Pound  al.''o  small  a- 
niouct  of  whole 
weed  feeds. 


Corn,  oats  wheat, 
barley,  buckwheat 
and   Kaffir  corn. 

Com,  oats,  wheat, 
barley,  buckwheat, 
Kaffir  corn,  sun- 
flower seed  and 
small  amount  whole 
weed  seeds. 

Corn.  oats,  whe^^t, 
barley,  buckwheat, 
sunflower  seed  and 
Fmall  amount  whole 
weed  seeds . 


Found  also  buckwheat 
Kaffir  corn  and  small 
amount  who'e  weed 
seeds. 

Found  also  oats,  bar- 
ley and  small  amount 
whole  wcfd  S'  crls. 

As  certified,   


9446 


8814 


8807 


9647 


SS08 


9646 


9467 
9466 

9475 


9517 

9518 
9131 
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TABLE  III— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  llanulacturer 
or  Importer  aud  Brand  isame. 


-C 


Sd  111  pled  From 


.3 
o 


Protein. 


■a 
a 

3 

o 


9658 


8871 


8590 


9C61 


8455 


863; 


8528 


8697 


92-16 


9247 


9350 


8884 


THE    PARK    &    POLLARD  CO., 

BUFFALO,  N.  Y. 
Intermediate  Ohick  Feed,   

Intermediate  Chick  Feed,   

P.  P.  Screened  Scratch  Feed,   

P.  P.  Screened  Scratch  Feed,   

Red  Ribbon  Scratch  Feed,   

Red  Ribbon  Scratch  Peed,   

Red  Ribbon  Scratch  Feed,   

PHELPS  &  SIBLEY  CO.,  CUBA, 
N.  Y. 

Favorite  Mixed  Grains,   

POLO    IMILLS     CO.,     EAST  ST. 

LOUIS,  ILL. 
Holsum  Hen  Peed,   

PRAIRIE    STATE   MILLING  CO., 

CHICAGO,  ILL. 
Early  Egg  Scratch  Feed,   

Economical  Scratch   Feed,   -  -  — 

Prairie  &tat3  Developing  Fcrd,  __- 

PRATT    FOOD    CO.,  PHILADEL 

PHIA,  PA. 
Victory  Pratt's  Scratch  Feed,   


F.  W.   Dawson  &  Son, 
Williamsport. 


Woodward  &  Co.,  Darby, 


Average, 


J.  M.  Brown  &  Co.,  N. 
S.  Pittsburgh. 

Will  I  am   Densmore,  Erie, 


Average,   

F.  W.  Dawson  &  Son, 
Williamsport. 


W.  &  H.  Rhoads,  Norris 
town. 


Woodward  &  Co.,  Upper 
Darby. 


Average, 


O.  Ditehbum'3  Sons,  Car- 
bondale. 


Woodlawn  Flour  &  Feed 
Co.,  Woodlawn. 


Washington  Milling  Co. 
Washington. 


Washington  Milling  Co. 
Washington. 


B"ech  &  Tetlow,  E.  Pitts 
burgh. 


S.   S.  Dctweiler,  Quaker- 
town. 


% 
10.8 


10.45 

10.66 
10.85 

10.87 

10.86 
10.85 

10. .59 

11.27 

10.90 
11.91 

10.40 

10.48 
11.83 
10.10 

8.05 


% 

11.00 


12.69 

11.85 
10.63 

10.50 

10.57 
10.31 

10.50 

12.44 

11.08 
10.88 

10.06 

10.94 
10.88 
11.06 

11.13 


FEEDING  STUFFS  COLLECTED  IN  1922— Continuoa. 


Fat. 


I'ibor. 


3 

o 


S 


iJeniricd  (Joiuposiiiou. 


ldi_ntilii_'d  by  Micro- 
scopiual  Examination. 


%  % 
1.50  2.41 


1.50 


1.50 


1.50 


1.50 


1.50 


1..50 


2.50 


.3.00 


2.50 


2  50 


2  50 


2.3.2 


2.36 
2.57 


2.67 


2.C2 
S.OO 


2.83 


S.4i 


3.09 


2.60 


2.71 


3.07 


2.77 


2..'10 


2.94 


% 

5.00 


.00 


5.00 


5.00 


5.00 


5.00 


5.00 


5.00 


SfrO 


4.00 


4.00 


i.no 


3  40 


3  75 


3  58 
2  .50 


10 


2  30 
2  05 


2  35 


2  40 


2  47 


I  no 


2  25 


2  r.o 


1  on 


Corn,  hulled  barley, 
w  li  e  a  t,  buckwheat, 
hulled  oats,  millet 
seed,  Kaffir  corn,  milo 
maize. 

Corn,  hulled  barley, 
w  heat,  buckwheat, 
hulled  oats,  millet 
seed,  Kaffir  corn,  milo 
maize. 


Cracked  corn,  wheat, 
buckwheat,  barley, 
oats,  Kaffir  corn,  mi- 
lo and  sunflower  seed. 

Cracked  corn,  wheat, 
buckwheat,  b  a  r  1  e  y, 
oats,  Kaffir  corn,  mi- 
lo and  sunflower  seed. 


Cracked  com,  wheat, 
buckwheat,  barley, 
oats,  Kaffir  corn,  mi- 
lo maize  and  sunflow- 
er seed. 

Cracked  com,  wheat, 
buckwheat,  barley, 
oats,  Kaffir  corn,  mi- 
lo maize  and  sunflow- 
er seed. 

Cracked  corn,  wheat, 
buckwheat,  barley, 
oats,  Kaffir  corn,  mi- 
lo maize  and  sunflow- 
er seed. 


Cracked  com,  wheat, 
buckwheat,  Kaffir, 
sunflower  seed  and 
barley. 


Corn,  wheat,  oats,  bar- 
ley, Kaffir  corn,  milo 
maize  and  sunflower 
seed. 


Wheat, 
corn , 
Kaffir 
wheat. 

Wheat, 
corn , 
Kaffir 
wheat. 

Whole 
Fiftod 
Kaffir 
seed. 


-=ifted  cracked 
barley,  oat', 
corn  and  buck- 
sifted  cracked 
barley,  oat=, 
com  and  buck- 
wheat, medium 
cm  eked  com. 
corn,  millet 


Bnl.— 376— 13 


Wheat,  oats,  cracked 
com,  barley.  K,iffir. 
piiln.  bnckn-beat  and 
sunflower  seed. 


A.-;  certified. 


.is  ccrtined. 


.4s  certified. 


?ound  also  small  a- 
jnount  of  whole 
weed  seeds. 


.Is  certiikd. 


.\s  certified. 


As  certified, 


Found  also  snutll  a- 
mount  of  whole 
weed  seeds. 


.As  certified. 


A  s  certified , 


\s  certified. 


.-is  certified. 


9.ES 


8871 


8530 


0661 


Si55 


8633 


8528 


8697 


',1246 


9247 


93,50 


Found  also  vetch  secd,i  S8'"4 
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TABLE  III— ANALYSES  OF  SAMPLES  OP 


Name  and  Address  of  Mauufactiirer 
or  Importer  ^snd  Br::nd  Niine. 


Sampled  i'rom 


o 
3 


Proc  in. 


9489 


9451 


9141 


8878 


B791 


8698 


8879 


PRESTON  BROS.,  CANTOR,  PA. 
Preston's  Best  Scratch  Grains,   

PRESTON     &     JAQUISH,  TROY, 
PA. 

Mixed  Grains  for  Poultry,   

THE    QUAKER    OATS    CO.,  CHI 

CAGO,  ILL. 
Eul-O-Pep  Coarse  Cliick  Eeed,   

Eul-O-Pep  Coarse  Oliick  Eeed,   

Ful-O-Pep   Fine    Chick  Eeed,   

Schumacher   Chick  Size,   


Schumacher's  Little  Chick  Peed, 


% 

Preston  Broth:rs,  Caaton,  10.07 


11.19 


Preston  &  Jaquish,  Troy,      9.85      11.00  9.50 


,Tohn    B.    Curry's    Sons,  10.55 
Swatara. 


H.  E.  McKissick,  Darby, 


Average,   

H.  E.  McKsisiek,  Darby, 


William  Eairlie, 
Brady. 


East 


11.73 

11.14 
10. 00 
11.19 


Woodlawn  Flour  &  Eeed  11.16 
Co.,  Wocdiawn. 


Schumacher  Scratch  Grains  Hen  Size      H.  E.   McKissick,  Darby.'  11.07 
No  Grit. 


8904 
9132 
9640 
S434 
9360 

9231 
9483 


RALSTON-PUBINA  CO.,  INC.,  ST. 

LOCIS,  MO. 
Purina  Hen  Chow  (Scratch  Peed),- 


Purina  Hen  Chow  (Scratch  Peed),- 
Purina  Hen  Chow  (ScratCi  Feed,. 
Purina  Hen  Chow  (Scratch  Feed), _ 
Purina  Hen  Chow  (Scratch  Feed),- 


.TOTIN  B.  RIGGS.  SHIPPENSBURG, 
PA. 

Scratch  Feed,   


H.  ROCKWELL       SON,  CANTON, 
PA. 

Mi-\(.d  Grains  For  Poultry,   


*Not  Registered. 


L.  W.  Dancnhowor,  South 
ampton. 

0.   S.  Ebersole   &  Co., 
Penbrook. 

Plymouth   Mill   &  Grain 
Co.,  Plymouth. 

E.  Strickler's  Sons,  Leba- 
non. 

S.  G.  Updeg-raff  &  Son, 
Willlamsport. 

Average,   


John  B.  Riggs,  Shippens- 
burg. 


H.  Rockwell  &  Son,  Can 
ton. 


11.65 
10.73 
10.46 
10.03 
11.30 


11.75 

11.44 

"11.60 
12.81 
10.25 

10.63 

11.63 


11.50 
11.63 
10.31 
11.88 
10.75 


10.95  11.21 


11.00 


10.84 


10.81 


10.44 


C7, 
8.00 


10. 00 


10.00 


10.  oo 
9.00 


9.00 


9.00 


10.  CO 
10.00 
10.00 
10.00 

10.00 


8.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Contiiiued. 


Fat. 


o 

1^4 


Finer. 


Certified  Composilion. 


Identifled  by  Micro- 
scopical Exaiuiniii.on. 


S3 


% 

3.51 


2.94 


2.06 


2.3i 


% 

3.00 


2.50 


2.00 


2.00 


3.00 

2,00 


2.00 


2.50 
2.50 
2.. 5!) 
2.50 


2. on 


4.54 

4.68 
1.92 

1.S2 

1.S7 
1.00 
1.12 

1.44 

2.75 


2.87 
2.97 
S.3f) 
d.04 
3.11 
3.07 

6.69 
3.20 


% 
4.50 


4.!?0 


5.00 


5.00 


2.50 
3.00 


3.00 


5.00 


4.00 
4.00 
4.00 
4  00 
4.00 


5,00 


1  d5  Cracked  corn,  oats, 
buckwheat,  wheat, 
sunflower  seed. 


2  00 


2  90 


3  20 


3  05 


3  20 


3  50 


3  00 


2  45 


2  75 
2  75 
2  75 
2  20 
2  75 
2  G4 

2  20 
2  25 


Cracked    corn,  wheat, 
buckvfheat   and  oats. 


Cracked  corn, 
wheat,  whole 
maize,  whole 
corn,  oat 
buckwheat. 

Cracked  corn, 
wh?at,  whole 
maize,  whole 
corn,  oat 
buckwheat. 


whole 
milo 
Eaffir 

groLtS, 

whoL' 
miln 
Kaffir 
groats, 


Oraeked  corn ,  cracked 
wheat  and  oat  meal. 

Cracked  corn,  cracked 
wheat,  cracked  Kaffir 
corn,  cracked  milo 
maize,  oat  meal,  mil- 
let seed. 

Cracked  corn,  cracked 
wheat,  cracked  Kaffir 
com,  cracked  milo 
maize,  oat  meal  and 
millet  seed. 

Cracked  com,  whole 
barley,  whole  wheat, 
whole  Kaffir  corn, 
w  hole  milo  maize, 
buclavheat  and  i  of 
1%  sunflower  seed. 


Wheat, 
Kaffir, 
wheat 

Wheat, 
Kaffir, 
wheat 

Wheat, 
Kaffir, 
wheat 

Wheat, 
Kaffir, 
wheat 

Wheat, 
Kaffir, 
wheat 


corn,  barley, 

milo,  buck- 
and  sunflower, 
corn,  barley. 

milo.  buck- 
and  sunflower, 
corn,  barley, 

milo,  buek- 
and  sunflower, 
com,  barley. 

milo,  buck- 
and  sunflower, 
corn,  barley. 

milo,  buek- 
and  sunflower. 


Corn,  wheat,  oats, 
barley,  buckwheat, 
sunflower  seed  and 
Kaffir  corn. 


Wheat,  corn,  oats, 
buckwheat,  Kaffir 
com. 


As  certified, 


94S9 


As  certified,    9451 


As  certified. 


9141 


As  certified,    8878 


Oat  meal  identifled  as  8877 

uct  oat  groats. 
As   certified,   '  8791 


Oat  meal  identified  as  869S 
cracked  oat  groats. 


As  certified. 


As  certified, 

As  certified, 

As  certified. 

As  certified. 


8879 


8904 
9132 
9640 
8434 


As  certified.,   i  9SS6-- 


Found   also  .small  a-  9231' 
"""ount   w"ed  seeds, 
largely  wild  oats. 


As  certified, 


94a3 
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TABLE  III.— ANALYSES  OF  SAMPLES  OF 


Nninc  iiml  Address  o£  Manufacturer 
ur   liiii.iortcT  and  Bi'iind  Name. 


B5C4 

sscs 

021.3 

8717 

8675 
8508 

8620 
88!>5 


SCUREMAN   MILLING  COMPANY, 

WILKES-BARRE,  PA. 
Tip  Top  Poultry  Feed,   


SMITH      MILLING  CO 
WAUKEE,  WIS. 
Vitex  Baby  Chick,   


MIL- 


D   A    STIOKELL  &  SONS,  HAGERS- 

TOWN,  MD. 
Blue  Ridge  Scratcii  Grains,   


Victor  Scratch  Grains, 


THOMA&EOYCEI   LMRECT  PEED 

CO.,   INC.,   ATTICA,   N.  Y. 
Direct  Scratch  Peed,   


Pair  Pluy  Scratch  Feed, 


TIOGA  MILI,   &  ELEVATOR  CO., 

WAVERLY,   N.  Y. 
D.rby  Scratch  Peed,   


Derby  Scratch  Peed, 


S'i25    Ti-O-Ga  Chick  Peed, 


S8U8 


8896 
8521 


8521 


fl361 


0095 


8978 


Ti-O-Ga   Chick  Peid,   

"  4' 

Ti-O-Ga  Growing  Grain.s, 
Ti-O-Ga  Growing  Grains, 

Ti-O-Ga  Poultry  Grains, 


P.  E.  TRUCKi'NM' [  LK".,  WAT.SON- 

TOWN,  PA. 
Satin  Hen  Pood,   


Sampled  From 


Protein. 


a 

3 

o 


Scur>i>ian    Milling  Com- 
pany, Wilkes-Barre. 


Woodward  &  Co.,  Dar- 
by. 


Greer  Bros.,  Philadelphia, 


Manchestrr  Grange  Coop- 
er a  t  i  v  e  Association, 
EniigsvillG. 


Pomona  No.  3  Exchange, 
West  Chest- r. 

S.      Book     &  Brother, 
Quarryville. 


N(  Wtown  Pepd    &  Grain 
Co.,  Newtown. 

A.  L.  Stout,  Church ville 


Average,   

Newtown   Feed    &  Grain 
Co.,  Newtown. 


% 

10.27 


A.  L.  Stout,    Church villc. 


Average,  

A.  L.  Stout,  Churchvillc 

Wayne       Milling  Co., 
Honcsdale. 

Avtrase,   


Satin  Hen  Pood, 


C.  B.  TYLER,  MESHOPPKN,  PA. 
R  d  Htn  Mixed  Chicken  (irains, 


Wayne      Milling  Co. 
Honesdale. 


KiUL'  Feed  Co.,  Williams- 
port  . 

Sterling  &  Shervvood,  Me- 
shoppen. 

Average,   


% 

10.60 


C.    B.    Tyler,  Tunkhan- 
nock. 


11.56 

11.70 

11.75 

12.77 
12.S,S 

12.25 

11.32 

11.78 
12.94 

11.90 

12.42 
11.01 
11.93 
11.47 
11.63 

10.80 

11.75 

11.27 
10.80 


11.25 

11.  ,50 

11.00 

10.38 
10.13 

11.38 

10.50 

10.94 
11.25 

11.56 

11.41 

10.13 
10.38 
10.26 
10.25 

9.63 

11.00 

10.. 32 
10.88 


% 

10.00 


10.00 


10.00 


10.00 


10.00 
10.00 


9.00 
9. CO 


10.00 
10.00 


10  CO 
10.00 


9.  CO 


9.31 


9.31 


16.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Contimiwl. 


Fat. 


Fiber. 


Certifled  Gomposltfon. 


Identified  by  Micro- 
scopical Fxciiiiiiiation. 


o 


o 


% 

2.50 


3.00 


2.50 


2.. 50 


2.50 


2.04 
2.04 


3.0O 
3.00 


3.00 
3.00 


3.45 


3.45 


1  00 


3.41 


2.51 

2.57 

2.29 

3.00 
2.40 

3.27 
3.17 


% 
5.00 


4.00 


5.00 


5.00 


5.00 
5.00 


5.50 
5.50 


3.22 

1.02  ;  3.50 

1.55  ;  3.50 

i 

1.28  '  

i:S3  j  4. CO 

1.48  :  4.00 
1.68 


3.04 

2.96 
2.75 

?.?.'; 

2,;>9 


4.79 


3.0O 


3.0O 


o.OO 


2  60 

3  00 
3  23 

1  93 

2  25 
2  00 

2  30 

2  25 

2  28 
2  60 

2  75 

2  68 
2  50 
2  50 
2  50 
2  25 

2  40 
2  50 

2  15 

2  2n 


Cracked  corn,  KaflSr 
corn,  wheat,  buck- 
wheat, barl'-^y  and 
sunflower  seed. 


Cracked  corn,  wheat, 
Kaflir  com,  milo,  mil- 
let and  oat  groats. 


Wheat,  buckwheat,  bar- 
ley, milo  maize  or 
Kaffir,  cracked  Indian 
corn  and  sunflower 
seeds. 

Wheat,  wheat  screen- 
ings, com,  milo,  Kaf- 
fir, barley. 


Wheat,  com,  milo  or 
Kaffir  com.  barley 
and  buckwheat. 

Wheat,  corn,  milo  or 
Kaffir  corn,  "barley, 
buckwheat,  simflower. 


Cracked  com,  barley, 
Kaffir  com,  wheat, 
buckwheat,  oats. 

Cracked  com,  barley, 
Kaffir  com,  wheat, 
buckwheat,  oats. 


Oat  meal,  cracked 
wheat,  cracked  Kaffir 
corn,   cracked  com. 

Oat  meal,  cracked 
wheat,  cracked  Kaffir 
corn,  cracked  corn. 

Oat  groats,  wh-at,  milo 
maize,   cracked  com. 

Oat  groats,  wheat  Kaf- 
fir com,  cracked  corn. 

Cracked  com,  oats, 
Kaffir  corn,  wheat, 
barley,  buckwheat  and 
sunflower  seed. 


Sunflower  seed, 
buckwheat, 
com,  wheat, 
screenings. 

SunfloT>'er  seed, 
buckwheat, 
corn,  wheat, 
screenings. 


oat=, 
cracked 
wheat 

oat?, 
cracked 
wheat 


As   certifled , 


As  certified, 


Wheat,  corn,  buck- 
wh-^at  srains,  Kaffir 
corn,  oats. 


Found  also  small  a- 
mount  of  whole 
weed  seeds. 


As  certifled. 

As  certified. 

As  certifled, 

As  certified , 

As  certifled , 

As  certified. 

As  certified, 

As  certified. 

As  certified. 

As  certified 


Found  also  small  a- 
mount  o£  whole 
weed  seeds. 


As  certifled, 


Fi^nnd  al^o  small  a- 
mount  whole  weed 
seeds,  largely  wild 
oats. 


9564 


9213 

8717 

8675 
8568 

8620 


8625 
8898 

8896 
8521 

!=524 

9361 
9095 

a>7s 
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TABLE  III.— ANALYSES  OF  SAMPLES  OP 


Protein. 

<u 

3 

1 

Name  and  Address  of  Manufacturer 

Sampled  Trom 

1  s 

03 

or  Importer  and  Brand  Name. 

1  i 

t~ 

E 

_cg 

■c-      1  g 

c  >- 

O 

o  = 

7^, 

fe.       1  O 

1 

9143 
940S 


8735 


9214 


8494 


8403 


8S61 


THE   UBIKO  MILLING  CO.,  CIN- 
CINNATI, OHIO. 
Ubiko  Chick  Feed,   

Ubiko   Scratcli   re.d-No  Grit,   

GEORGE  WALTER  &  SONS,  BOT- 

LER,  PA. 
*Byrite   Scratcli  Feed,   

WALTON      BROTHERS,  PHILA- 
DELPHIA, PA. 
Peerless  Scratch  Feed,   

Peerless  Scratch  Peed,    

Peerless   Scratch  Feed,   

MASH  FEED. 

ACME-EVANS    COMPANY,  INDIA- 
NAPOLIS, IND. 
Acme  Egg  Mash,   


AMERICAN  MILLING  CO.,  PEORIA, 
ILL. 

Sucrene  Butterini.K  Egg  Mash,   


9146 


John    B.   Curry's    Sons,  11.14 
Swatara. 


Sucrene  Buttermilk  Egg  Mash, 


Earley  &  Detweiler,  Pal- 
myra. 


Gvorg,^  Walter  &  Sons, 
Butler. 


Josepii  Finney,  Holland, 


Grier  Brothers,  Philadel- 
phia. 


John  G.   Schaal's  Sons, 
X-iiiladelphia. 


Average, 


Winburne     Milling  Co. 
Winburne.  ^ 


J.    E.  Crisman, 
Fork. 


South 


Dannals  Milling  Co.,  Al- 
toona. 


A.'ergge, 


10.00 


12.09 


13.13 


12.72 


11.03 


12.29 


9.30 


9.28 


*Not  Registered. 


8-68 


%  % 
11.50  10.00 


11.81 


8.98 


10.44 


10.75 


11. S 


10.44 


11.02 


18.69 


19.63 


19.50 


19.57 


18.00 


FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


3 


FibOT. 


a 


Certiflcd  CoiiiposiiUoii. 


IdciiliJit'd  by  Micro- 
scopical Examination. 


% 

2.50 


2.50 


2.50 


2.50 


2.50 


4.00 


3.50 


3.50 


% 
1.43 


3.35 


3.40 


2.47 


2.S6 


2.76 


5.73 


8.42 


8.36 


8.39 


% 


5.00 


4-10 


5.00 


5.00 


5.00 


8.00 


10.00 


10.  OO 


2  60 


2  25 


2  35 


2  60 


2  35 


2  50 


2  48 


2  75 


3  50 


3  50 


3  50 


Corn,  wheat,  oat 
groats,  Kaffir  com. 

Corn,  wtieat,  oats,  bar- 
ley, bueliwlieat,  KalHr 
corn,  sunflower  seed. 


Cracked  corn,  wheat, 
oats,  bai-ley,  buclc- 
wheat. 


Corn,  wheat,  buck- 
wheat, barley,  oats, 
Kaffir  corn  or  milo 
maize. 

Corn,  wh;at,  buck- 
wheat, barley,  oats, 
Kaffir  corn  or  milo 
maize. 

Corn,  wheat,  buck- 
wheat, barley,  oats, 
Kaffir  corn  or  milo 
maize. 


Milk  albumen,  com 
meal,  hominy  meal, 
wheat  bran,  wheat 
middlings,  alfalfa 
meal,  beef  scraps,  lin- 
seed oil  meal  and 
ground  oats,  hominy, 
corn  feed  meal. 


Dried  buttermilk,  com 
feed  meal,  meat 
scraps,  lin'^eed  meal, 
wheat  middlings,  al- 
falfa meal,  wheat 
bran,  ground  oats, 
ground  and  bolted 
wild  buckwheat,  salt 
and  calcium  carbon- 
ate. 

Dried  buttermilk,  corn 
feed  meal,  meat 
scraps,  linseed  oil  meal 
(may  contain  screen- 
ings oil  feed),  wheat 
middlings,  wheat 
bran,  (bran  and  mid- 
dlings may  contain 
miill  run  screenings), 
alfalfa  meal,  ground 
oats,  1%  salt  and  3% 
calcium  carbonate. 


As  certified. 


As  certified. 


Poimd 
com. 


also      Kaffir  8735 


9143 


Pound  also  small  a- 
mount  of  whole 
weed  seeds. 


As  certified, 


As  certified. 


As  certified. 


Found  also  Kaffir 
corn  and  screenings 
oil  cake  meal. 


Meat  scrap  not  de 
tected.    Found  also 
tankage    and  large 
amount  ground  grain 
screenings  and  screen- 
ings oil  feed  meal. 


8678 


9214 


8494 


8403 


8861 


9145 
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TABLE  III.— ANALYSES  OF  SAMPLES  OF 


Nniiie  ami  Address  of  Manuf iieturer 
or  Importer  and  Brand  Name. 


Sampled  from 


o 
3 


Protein. 


a 
o 


3 
O 


■.8830 


ARCADT    FARMS    MILLING  CO., 

CHICAGO,  ILL. 
Arcady  "Wonder  Masii  witli  Butter- 
milk. 


W017 


8564 


H.  0.  AYER,  ULSTER,  PA. 
Laying  Mash,   


Johnstown   Milling  Co. 
Johnstown. 


% 
9.55 


H.  0.  Ayer,  Ulster, 


9074 


9W2 


J    J    BADENOCH  CO.,  CHICAGO, 
ILL. 

Egg-A-Day  Dry  Mash,   


BROWN   &   EASSETT,  TUNKHAN- 

NOCK,  PA. 
Favorite  Dry  Mash,   


CLOVER    LE.AF    MILLING  CO. 

BUFFALO,  N.  Y. 
Clover  Loaf  Mills  Egg  Mash,   


E.    M.    Rutter    &  Co. 
New  Holland. 


18.59  20.00 


9.60  21.50 


10. IS  ;  19.94 


9031 


3049 


Clover  Leaf  Mills  Egg  Mash, 


Brown  &  Fassett,  Tunk- 
haimock. 


DuBois  Milling  Co.,  Du- 
Bois. 


9.13 


18.00 


IS.  CO 


30. SI  18.00 


3.90 


21.81 


G     E.    CONIiEY    CO.,  TOLEDO, 
OHIO. 

Coakty's   Buttermilk    Laying  Mash, 


Floyd    Vandervort,  La- 
ceyville. 


Average, 


C.    .T.    Cleland,    E.  E. 
Pittsburgh. 


10.71 


20.25 


9. SO 


9.81 


21.03 


19.13 


18.00 


18.  CO 


18.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 

Fihcr. 

c 

O 
'•^ 

C3 

a 
O 

! 

o 

a 

6 

3 

a; 

Cerli/icil  Gomposition. 

Identified  by  Micro- 
scopical Examination. 

tn 

a 

.3- 

% 

5.16 

% 

4.50 

% 
6.87 

% 

8.00 

3  30 

Meat      scraps,  dried 

As  certified,   

8830 

buttermiUi,      0.  P. 
linseed  oil  meal,  ei;  t 
tonseed     meal,  oat 
meal,      corn  glutm 
feed,  wheat  bran  and 
wheat  middlings  with 
ground  screen.ngs  nr  t 
exceeding  mill  run,  al 
falfa  meal,  corn  fieii 
meal,    bone   meal,  1 
of  1%  salt.               "  , 

5.74 

4.00 

6.16 

9.00 

2  40 

Wheat  bran,  wheat  mid- 

As certified ,  . 

9017 

dlings,     corn  gluten 
feed,     com,  ground 
oats  and  meat  scraps.  . 

4.30 

3.00 

8.20 

11.00 

45  00 

Wheat,     oats,  barley, 
wheat     bran,  wheat 
middlings,  alfalla, 
buckwheat  middlings, 
milo  maize,  corn  feecl 
meal,  lish,  meat  and 
bone  meal,   salt,  cal- 
cium   carbonate  and 
phosphate. 

Found     also  ground 
Kallir  corn,  tankage 
and    small  amount 
ground  grain  screen- 
ings. 

8564 

5  43 

5.00 

8.37 

7.00 

2  25 

Bran,    middlings,  corn 
meal,     ground  oats, 
beef     scrap,  alfalfa 
meal,    gluten,    oil  i 
meal,     charcoal  and 
salt. 

As  certified,   

9074 

4.00 

8.15 

11.00 

3  50 

Pure  0.  P.  I'nseed  meal. 

As  certified,   

9072 

ground   oat  meal, 
meat  meal,  lish  meal, 
corn  feed  meal,  corn 
gluten     feed,  wheat 
bran,  wheat  middlings,  | 
alfalfa     meal,      dried  - 
buttermilk    and  i  of 
1%  salt. 

5. S3 

4  00 

S  71 

U.OO 

2  90 

Linseed  meal,   old  pro- 

As  certified,   I 

9031 

5. SO 

S.43 

3  20 

S  50 

ccsSj   corn  feed  meal, 
ground    oat  meal, 
meat     meal,  alfalfa 
meal,     wheat  bran, 
wheat  middlings,  J  of 
1%  fine  table  salt  and 
dried  buttermilk. 

5.30 

4.00 

5. -35 

fi.OO 

Butttermilk,  corn  meal, 
corn  feed  meal,  ground 

.  barley,     bean  meal, 
wheat    bran,  wheat 
middlings,     oil  meal, 
bone  and  meat  meal. 

As  certified ,   

9049 
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TABLE  III.— ANALYSES  OF  SAMPLES  OF 


Proti'in. 


X3 

a 

a 


Name  and  Address  of  Manufaclurcr 
or  IiDpCTter  and  Brand  Name. 


8548 


9490 


8991 


9038 


8505 


8906 


8923 


9345 


9157 


Conkey's  Buttermilk   Laying  Mash, 


THE    COBNO    MILLS    CO.,  ST. 

LOUIS,  MO. 
Corno  Growing  Masli,   


DAYTON  MILLING  CO.,  TOWANDA, 
PA. 

Dayton's  Laying  Mash,   


THE    AIBERT   DICKENSON  CO., 

CHICAGO,  ILL. 
Globe  Egg  Mash,    


9293 


Globe  Egg  Mash, 


Globe  Egg  Mash, 


Globe  Egg  Mash, 


Globe  Egg  Mash, 


Globe  Egg  Ma.sh,      r.  j.  Remalcy,  Juniata, 


M.   L.  MeClain  &  Co. 
Tyrone. 


Average, 


Preston  Brothers,  Can- 
ton. 


Dayton  Milling  Co.,  To- 
vvanda. 


S.    B.  Ployd 
Pittsburgh. 


&  Son, 


Thomas     Hammond  & 
Co.,  S.  Pittsburgh. 


Hudson  &  Kuhns,  Greens- 
burg. 


Mahoning  Valley  Milling 
Co.,  Punxsutawney. 


The     Irvin     Muir  Co., 
Braddock. 


DIXIE    MILLS    COMP.A.NT,  EAST 
ST    LOUIS.  ILL. 

Dixie  Chiek  Mash,   


Average, 


A.   C.   Godshall   &  Co. 
Inc.,  .Lansdale. 


9.50 


9.41 


9.70 


9.60 


10.54 


11.30 


9.40 


9.20 


19.57 


18.50 


21.94 


20.31 


18.44 


20.75 


20.00 


16.00 


12-15 


20.00 


20.  CO 


20.00 


20.00 


20. SI  20.03 


11.  SO 


20.. 


20.12 


17.00 


20.00 


12.00 
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FE1::D1XG  stuffs  COLLIECTED  in  1922— Continued. 


Fat. 


Fiber. 


3 
o 


3 

O 


7c 

C.24 


5.(7 


4.78 


5.03 


% 

4.00 


5.09 


5.34 


3.U 


5.18 


5.13 


5.18 


4.56 


4.50 


5.00 


5.00 


5.00 


5.00 


5.00 


4.00 


% 
5.48 


.36 


6.98 


7.34 


8.07 


7.63 


8.38 


8.31 


7.71 


9.04 


8.19 


3.25 


% 

6.00 


9.00 


6-9 


10.00 


10.60 


10.00 


10.00 


10.00 


lo.OO 


4. CO 


3  50 


3.50 


2  95 


2.60 


3  25 


3  25 


3  20 


3  60 


S  00 


3  50 


3  30 


3  35 


Certifled  Composition. 


Identified  by  Micro- 
scopical Examination. 


Buttermiii,  corn  meal, 
com  feed  meal, 
ground  barley,  bean 
iijciil.  vini'i  i  bran, 
wheat  middlings,  oil 
meal,  bone  and  meat 
scraps. 


Oorn  meal,  oat  meal, 
alfalfa  meal,  wheat 
bran,  meat  scraps, 
gluten  feed  and  homi- 
ny feed. 


Glut«n,  middlings,  corn 
meal,  bran,  ground 
oats,  oil  meal,  alfal- 
fa and  buckwheat 
feed. 


Meat  scraps,  com  gluten 
feed,  linseed  oil  meal, 
wheat  bran,  wheat 
middlings,  corn  feed 
meal,  alfalfa  meal, 
of  Wc  salt. 

Meat  scraps,  com  gluten 
feed,  linseed  oil  meal, 
wheat  bran,  wheat 
middlings,  corn  feed 
meal,  alfalfa  meal, 
V2  of  1%  salt. 

Meat  scraps,  com  gluten 
feed,  linseed  oil  meal, 
wheat  bran,  wheat 
middlings,  com  feed 
meal,  alfalfa  meal, 
V2  of  1%  salt. 

Meat  scraps,  corn  gluten 
feed,  linseed  oil  meal, 
wheat  bran,  wheat 
middlings,  corn  feed 
meal,  alfalfa  meal, 
Va  of  1%  salt. 

Meat  scraps,  corn  gluten 
feed,  linseed  oil  meal, 
wheat  bran,  wheat 
middlings,  corn  feed 
meal,  alfalfa  meal, 
1/2  of  1%  salt- 

Meat  scraps,  com  gluten 
feed,  linseed  oil  meal, 
wheat  bran,  wheat 
middlings,  corn  feed 
meal,  alfalfa  meal, 
%  of  1%  salt. 


Dried  buttermilk,  wheat 
middlings,  corn  feed 
meal,  hominy  feed, 
gluten  feed,  oat 
groats,  bone  meal. 


As  certified.  Oil  mcxl 
identihed  as  linseed 
oil  Uifal.  Found  al- 
so tiinlcage. 


Com  gluten  i(nl  rot 
•letrct  d. 


Found  also  tankage. 


As  certified. 


Faund  also  grounrl 
Kaffir  com,  ground 
grain  screenings  and 
tankage. 


As  certifled. 


.S5-:s 


9i90 


8^91 


9038 


As  certified,    8923 


8906 


As  certified,    P345 


Pound    also    groimd  9157 
EafEr  corn. 


As  certified. 


9293 
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I'^ABLE  III.— ANALYSEg  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  IiuportiT  nnd  Br.'nd  JSume. 


Sampled  Trom 


Prot(  in. 


p 
o 


fl2ai 


S533 


S549 


8720 


9410 


Dixie  Laying  Masli, 


R.    D.    EATON    GRAIN    &  PEED 

CO..  NORWICH,  N.  Y. 
Eaton's  Empire  State  tonltry  Musli, 


GKirPITH  ELLIS,  INDIANA,  PA. 
Royal  Meat  Mash,   


9577 


0128 


JOHN    W.    ESKELMAN    &  SONS 

LANCASTER,  PA. 
Eshelman's  Buttermilk  Baby  Chick 
Starter. 


E.?helman's  Lr.ying'  Mash  for  More 
Eggs. 


Eshelman's  Laying  Mash  for  More 
Eggs. 


Eshelman's  ^/aying  Mash  for  More 
Eggs. 


A.   C.  Godshall  &  Co. 
Inc.,  Lansdale. 


.J.    N.    Gelder,  Carbon- 
dale. 


8870    Eshelman's  Laying  Mash  for  More 
Eggs. 


Griffith  Ellis,  Indiana, 


H.    A.    Pishbum,  Pen- 
brook. 


Earley  &  Detweiler,  Pal- 
myra. 


8.45 


% 
20.31 


S.47 


Hershey  Chocolate  Co. 
Hershey . 


Faxton    Elour    &  Peed 
Co.,  Progress. 


Woodward  &   Co.,  Dar- 
by. 


10.03 


8.77 


8.73 


19.00 


16.75 


10.31 


23. 


9.62 


8.80 


9.95 


Average,    9.27  22.63 


21.88 


23.44 


21.94 
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li^EDING  STUFFS  COLLECTED  IN  1922— Continued. 


Ill'  ntifli'.i  by  Micro- 
scopical Examinatiou. 


5.91 


4.71 


5  41 


6.78 


6.04 


% 

4.00 


3.00 


4.00 


.00 


5.00 


G.44 


6.7.3 


.00 


7.40 


7.80 


4.41 


.80 


5.25 


% 

y.oo 


10.00 


3  35 


6.05 


0.47 


5.00 


.00 


7.00 


7.00 


7.00 


5.57 


6  72 


5.83 


7.00 


3  00 


4  50 


2  60 


00 


2  75 


3  75 


3  03 


Wheat  bran,  wheat 
middlings,  linseed  oil 
meal,  corn  gluten  feed, 
corn  meal,  granulated 
meat,  alfalfa  meal, 
dried  buttermilk,  char- 
coal and  1%  salt. 


Wheat  bran,  wheat 
midds,  corn  gluten 
feed,  meat  and  bone 
meal,  alfalfa  meal, 
corn  feed  meal,  ground 
oats  and  5%  Hen-e- 
Ta  grits,  (Wheat 
bran  and  midds  may 
contain  ground  screen- 
ings not  exceeding 
mill  run),  pea  meal, 
powdered  buttermilk 
and  salt. 

Bran,  com  chop,  meat 
meal,  crushed  oats, 
brown  middlings, 
white  middlings. 


Oat  meal,  kiln-dried 
com  meal,  cooked  and 
baked  wheat  feed, 
wheat  middliags,  pow- 
rlered  butt  rri'ilk,  b"'"e 
meal  2%,  old  proces.s 
linseed  meal  2%. 

207(,  Dried  buttermilk, 
meat  and  fish  scrap, 
wheat  middlings,  corn 
feed  meal,  wheat  bran, 
corn  gluten  feed, 
ground  oats,  ground 
barley,  hominy  feed, 
old  process  oil  meal 
2%.  .Mfnlffi  TPeal  1%. 

20%  Dried  buttermilk, 
meat  and  fish  scrap, 
wheat  middlings,  corn 
feed  meal,  w'^eat  bran, 
corn  gluten  feed, 
ground  oats,  ground 
barley,  hominy  feed, 
old  process  oil  meal 
2%.  Al'nlfa 

20%  Dried  buttermilk, 
meat  and  fish  scrap, 
wheat  middlings,  corn 
feed  meal,  wheat  bran, 
corn  gluten  feed, 
ground  oats,  ground 
barley,  hominy  feed, 
old  process  oil  meal 

2%.  Alf.nlfa  iw, 
20%  Dried  buttermilk, 
meat  and  fi.sh  scrap, 
wheat  middlings,  corn 
feed  meal,  wheat  bran, 
corn  gluten  feed . 
ground  oats,  ground 
barley,  hominy  feed, 
old  process  oil  meal 
2%  Alfalfa  meal  1%. 


Pound  also  tankage 
and  ground  grain 
screenings . 


Pound  also  tankage, 


92J1 


As  certified, 


As  certified, 


8533 


Found  also  tankage. 


Barley   not  detected. 
Pound  also  tankage. 


As  certified, 


9549 


8720 


9410 


9577 


9128 


Pound   also   tankage,  I  ."'"C 


TABLE  III.— ANALYSES  OF  SAMPLES  OTS' 


:9641 


Nam*;  unci  Address  of  Manufacturer 
or  lijjporltr  and  Bri^ud  A'ame. 


0085 


S480 


GLOBE     ELEVATOR  COMPAXY, 

INC.,    BUFFALO,    N.    \' . 
Blue  ItUilion  Laying  Mash,   

GOLDEN  LEADER  MILLING  CO., 

MIDDLETOWN,  PA. 
Golden  Leader  Hen  Mash,   


D.    11.    (iRANDIN   MILLING  CO. 

JAMESTOWN,  N.  X. 
Granilin's  Crowing  Feed,   


GKEENCASTLE     MILLING  CO. 

GBEENCASTLE,  3^A. 
'Peerless  Dry  Mash,   


HALES    &    HUNTER  CO., 
CAGO,  ILL. 

8702    Red  Comb  Egg  Blash,   


JlJt 


8706 


1)046 


Red  Comb  Egg  Mash, 


Red  Comb  Egg  Maah,   


Protein. 


Sampled  From 


o 


•o 


o 


Plymouth   Mill   &•  Grain 
Co.,  Plymouth. 


Golden     Leader  Milling 
Co.,  Middletown. 


.1.    C.    Harrington  Co., 
Montrose. 


<  i  !•  encastle  Milling  Co. 
Greencastle. 


Peter   Blumling,  McKees 
Rocks. 


P    J.  Osterling  &  Son, 
Butler. 


S,  R.  Patter*- T  &  Co. 
Pittsburgh. 


Not  Registered, 


% 
8.85 


% 
21.00 


20.00 


21.00 


20.00 


H.IL 


22.56 


W  511 


7.11 


10.10 


21.85 


19,75 


20.0^ 


10.44 


19.69 


20.00 


9.38 


19.31 


20.00 


9.97 


19.58 
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FEEDING  STUFFS  COLLECTED  TN  1922— Continued. 


Fat. 


■a 

3 

o 


Fiber. 


o 


Certifled  Composition. 


% 

S.31 


4.34 


1.81 


3.00 


.25 


3.50 


% 
7.94 


7.50 


7.86 


4.91 


5.20 


4.50 


10.  UO 


8.25 


8.00 


25 


2  85 


3  00 


9.82 


4.65 


5.46 


4.77 


4.50 


9.00 


3  00 


3  30 


COO 


4.. 50 


5.14 


5.89 


9.00 


9.0O 


3  40 


Identified  by  Micro- 
scopical Exuininat;on. 


.1.51  I. 


3  25 


Ground  bone,  wheat 
bran  (may  contain 
mill  run  ground 
screenings)  corn  mea), 
com  glutm  feed,  meat 
meal,  A\hoat  middlngs, 
(may  contain  mill  run 
ground  screenings) , 
ground  oats,  oil  meai 
and  salt  %  oi  1%. 


"Wheat  bran,  corn  braa. 
com  chop,  oats  chop, 
flour  middlings,  cot- 
tonseed meal,  gluten 
meal,  oil  meal,  corn 
meal,  alfall'a  mea), 
beef  scrap,  fish  «erap 
charcoal,  buttermili. 


Ground:  Meat,  bone, 
corn,  wheat,  oats, 
barley,  KafBr  corn, 
milo  maize,  buck- 
wheat, alfalfa,  cal- 
cium carbonate,  wheat 
bran,  wheat  middlings, 
linseed  oil  meal,  corn 
gluten  feed  and  salt. 
Bran  and  middlings 
may  contain  ground 
screenings  not  exceed- 
ing mill  run. 


Wheat  bran,  wheat  red 
dog,  corn  gluten,  corn 
meal,  beef  scraps, 
charcoal,  alfalfa  meal, 
oil  meal  and  salt. 

Corn  feed  meal,  wheat 
bran,  ground  oats, 
corn  gluten  feed, 
wheat  middlings,  lin- 
seed oil  meal,  meat 
scraps,  alfalfa  meal, 
dried  buttermilk  and 
not  over  5%  calcium 
carbonate. 

Corn  feed  meal,  wheat 
bran,  ground  oats, 
corn  gluten  feed, 
wheat  middlings,  lin- 
seed oil  meal,  meat 
scraps,  alfalfa  meal, 
dried  buttermilk  and 
not  over  5%  calcium 
carbonate. 

Corn  feed  meal,  wheat 
bran,  ground  oats, 
corn  gluten  feed, 
wheat  middlings,  lin- 
seed oil  meal,  meat 
scraps,  alfalfa  meal, 
dried  buttermilk  and 
not  over  5%  calcium 
carbonate. 


3  32 


As  certifled, 


As  certifled, 


9641 


As  certifled. 


8536 


9085 


Found  also  small  a-  8480 
mount  ground  grain 
screenings. 


Pound  also  small  a- 
mount  ground  grain 
screenings. 


As  certifled. 


8702 


8766 


As  certifled. 


9046 
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TABLE  III.— ANALYSES  OP  SAMPLES  OP 


Nfirne  and  Address  of  Manufacturer 
or  IiniiorLer  and  Brand  Name. 


Sampled  From 


o 


Protein. 


a 

& 

Cm 


8422 


503.5 


8713 


9221 


THE  HEX  MILLING  CO.,  SHAMO- 

KIN,  PA. 
Poultry  Mash,   


Poultry  Mash, 


THE     H-0     CEREAL  COMPANY, 

INC.,    BUFFALO,   N.  Y. 
H-0  Steam  Cooked  Chick  Feed,  ___ 


HOFFER    &    GARMAN,  HARRIS- 

BORG,  PA. 
Ch'eken  Choutee  Hen  Dtv.'loper,  _ 


ILLliNOIS    FEED    >%  ELEVATOR 
CO.,  BLOOMINGTON,  ILL. 
S74r»    Illinois'  Laying  Mash,   


goo-1 


f)C05 


P.597 


8S37 


S029 


The    Hex    Milling  Co., 
Shamokin. 


The    Hex    Milling  Co. 
Shamokin. 


Average, 


T.'ARCO  MILLS.  WAYERLY.  N.  Y. 
K'jSTi  Chick  Mash  with  dried  Butter- 
milk. 


Kaseo  Full  Nest  Mash, 


KERR  MILLING  CO.,  T7TUSVILLE, 
PA. 

*FIU  the  Bill  Laying  Mash,  _   


CHARLES    A.    KRAUSE  MILLING 

CO.,    MILWAITKEE,  WIS. 
Blue  Top  Egg  Mash,   


The  Goldsboro  Pure  Feed 
Co.,  Etters. 


Hoffer  &  Garman,  Har- 
risburg. 


Thompson  &  Glenn,  But- 
ler. 


Farmers'  Cooperative  Co. 
Inc.,  Wysox. 


Farmers'  Cooperative  Co. 
Inc.,  Wysox. 


Kerr  Milling  Co. 
ville. 


Titus- 


Kookoo  Egg  Mash, 


G.    P.    Musser   &  Co., 
Belief  onte. 


Woodward  &  Company, 
Upper  Darby. 


% 
8.32 


9.80 

9.06 
11.66 

9.85 

9.41 

10.06 

8.90 


3.06 


10.00 


8.74 


23.75 

17.06 

20.41 
13.13 

17.63 

21.44 

20.69 

23.25 


21.00 


21.00 


21.25 


*>"ot 


Registered. 
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6.66 


fit. 

•o 

OJ 

QJ 
-t^ 

=J 

a 

ram 

a 

3 

t-. 

3 

o 

o 

6( 

O 

O 

% 

3.75 


3.75 


3.00 


.3-6 


4.0O 


3.50 


3.50 


5. CO 


5.25 


% 
7.96 


7.99 


7.97 


1.38 


8.62 


6.95 


8.39 


6.94 


6.71 


5.79 


% 
7.50 


7.50 


1.00 


2.75 
to 
3.50 


9.00 


9.00 


.50 


7.  CO 


6. CO 


2  75 


2  75 


2  75 


.50 


3  90 


3  05 


2.80 


3.25 


3  25 


50 


Certified  Compositibn. 


Wheat  bran,  com  meal, 
ground  oats,  gluten, 
middlings,  beef  scrap, 
alfalfa  meal. 

Wlieat  bran,  corn  meal, 
ground   oats,  gluten, 
middlings,  beef  scrap, 
alfalfa  meal. 


Cracked    corn,    cut  oat 
meal,   cracked  wheat, 
cracked    Kaffir  corn, 
cracked  peas. 


Beef  scrap,  charcoal, 
wlieat  bran,  middliutrs, 
com  and  oats  chop, 
ground  Kafllr  com. 


Dried  butt-Tmilk,  granu- 
lated me.Tt  meal,  corn 
feed  meal,  alfalfa 
flour,  wheat  bran 
wheat  middlings,  oat 
m.iddlings,  oat  flour. 

Dried  buttermilk,  red 
dog  flour,  ground  oat 
meal,  wheat  middlings, 
wheat  bran,  corn 
meal,  meat  scrap.', 
linseed  oil  meal  %  of 
1%  salt. 

Wheat  bran,  wheat  mid- 
dlings, red  dog  flour, 
com  meal,  ground 
Kaffir  corn,  linseed  o'l 
meal,  com  gluten 
feed,  ground  oats, 
meat  and  bone  scraps, 
fish  meal,  S  of  1% 
salt. 

Ground  oats,  corn  meal, 
wheat  bran,  wh  at 
middlings,  linseed  oil 
meal,  alfalfa,  beef 
scraps. 

Meat  scraps,  fish  meal, 
dried  buttermilk,  fine 
alfalfa  meal,  corn 
meal,  wheat  bran  and 
wheat  middlings  with 
mill  run  screenings, 
corn  flour,  Badger 
hominy  feed  and  salt. 

Algaroba  meal,  meat 
scraps.  fish  meal, 
dried  buttermilk,  corn 
flour,  wheat  bran, 
wheat  middlings  with 
mill  run  screenings, 
corn  meal,  fine  alfalfa 
meal.  Badger  hominv 
feed,  bone  meal  and 
salt. 


Identified  by  Micro- 
scopical Uxamination. 


As  certified. 


As  certified. 


Cracked  peas  not  de- 
tected. Found  also 
small  amount  whol 
weed  seeds. 


As  certified. 


Pound  also  ground 
Kaffir  corn  and  tank 
age. 


As  certified,    9004 


8422 


8953 


8713 


9221 


8740 


Pound  also  beet  ptilp. 


As  certified. 


Found  also  small 
amount  barley  and 
tankage. 


Meat  scrap  and  al- 
garoba or  locust 
be«in  meal  not  de- 
tected. Found  also 
tankage  and  snsll 
amount  small  whole 
weed  seeds . 


9005 


9597 


8837 


8629 


Bnl.— 376— 14 
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TABLE  III.— ANALYSES  OF  SAMPLES  OF 


,8S03 


HSG6 


Name  and  Address  of  Manulactuxer 

or  DjiiWrter  and  Brand  Name. 


Sampled  From 


o 


LEBANON   MULING   CO.,  LE13A- 

NON,  PA. 
Blue  Ribbon  Mash  Feed,  Our  Own 
Home  Made. 


THE    MCMILLEN    CO.,  PORT 
WAYNE,  IND. 
Wayne  Egg  Mash  with  Dried  But- 
tf  rmilk. 


Wryno  Egg  Mash  with  Dried  But- 
termilk. 


MARITIME    TRADING  CORPORA- 
TION. BT-PPALO,  N.  Y. 
Rcd-E-Lay  Laying  Mash,   


MARTIN  &  COMPANY,  ALTOONA, 
PA. 

Poultry  Mash,  Liberty  Standaro,  _ 


C.  P.  MA'r'THEWS  &  S-^NS, 

SCR ANTON,  PA 
Best  Poultry  Mash,   


INC. 


MINER-HILT  .A FD     MILLING  CO. 

WTLfsESBAi'RE,  PA. 
No.  1  Poultry  Mash,   


Lebanon  Milling  Co.,  Leb 
anon. 


Frank  Day,  Farrell, 


Average, 


G.    W.    Branitz,  Boiling 
Springs. 


Martin  &  Company,  Al- 
toona. 


C.  P.  Mfitthews  &  Sons, 
Inc.,  Wilkes-Barre. 


Miner-Hillard  Milling  Co. 
Wilkea-Barre. 


% 

8.4i 


8.82 


J.  J.  Gleichart  &  Com-      10. BO 
pany,  Altoona. 


8.72 


.85 


9.11 


8.92 


Protein. 


o 


% 

17.00 


21.19 


20.31 


20.7B 


20.44 


22.^5 


19.69  20.00 


20.00 


17.00 


20.00 
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^FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


ii'at. 


Fiber. 


o 


Certified  OompositloD. 


Identiflcd  by  Micro- 
scopical ExatuinaLiou. 


s 

a 

a 


% 
.5.40 


5.13 


% 
4.C 


.70 


3.75 


3.70 


4.44 


«.4« 


5.00 


% 

7.. 58 


8.29 


.CO 


.00 


2  50 


3  40 


7.84 


.00 


3  50 


807 


6.76 


.00 


3  45 


2  40 


•T.ttO 


4.00 


5.20 


5.0O 


25 


4.54 


3.00 


9.76 


12.00 


2  50 


5  5£ 


5.50 


6.83 


9.00 


2  50 


Wlieat  middlinprs,  corn 
chop,  meat  scrap  oats 
chop,  wheat  bran,  al- 
falfa meal,  charcoal, 
1%  salt. 


Dried  buttermilk,  meat 
,=craps,  wheat  bran, 
wheat  middlings,  corn 
gluten  feed,  corn  feed 
meal,  ground  b.irley, 
cottonseed  meal,  oil 
meal,  alfalfa  meal, 
molasses. 


Dried  buttermilk,  meat 
scraps,  whert  br:'n, 
wheat  middlings,  corn 
gluten  feed,  corn  feed 
meal,  ground  barley, 
cottonseed  meal,  oil 
meal,  alfalfa  meal, 
molasses. 


Wheat  bran,  wheat  mid- 
dlings, white  corn 
hominy,  ground  oats, 
oat  meal,  O.  P.  oil 
meal,  fine  ground  p1 
falfa  meal,  select  beef 
scraps.  (Wheat  bran 
and  wheat  middlings 
may  contain  ground 
screenings  not  exceed- 
ing mill  nui. ) 


Wheat  bran,  wheat  mid- 
dlings, ground  oats, 
corn  gluten  feed, 
ground  corn ,  linseed 
oil  meal,  bone  meal, 
fish  scraps,  meat  meal 
and  buttermilk. 


Linseed  oil  meal,  beef 
scrap,  gluten  meal, 
wheat  middlings, 
wheat  bran,  corn 
meal,  alfalfa  meal. 


Wheat  bran,  buckwheat 
middlings,  wheat  mid- 
dlings, ground  oats, 
beef  srrap,  alfalfa 
meal,  hominy  feed, 
gluten  feed,  com  mefl, 
cottonseed  meal,  corn 
oil  msal,  O.  P,  o 
meal,  buttermilk. 


As  certified , 


Found  also  tankage 
and  ground  grain 
screenings. 


Pound   a  Iso  tankage 


8441 


84-9 


mil 


As  certified, 


Found    also  tankage, 


8431 


As  certified. 


As  certified. 


8803 


8806 


tai;le  hi.— analyses  of  sampled  of 


Name  and  Address  of  M?,nulactiirer 
or  Importer  uoA  Bniud  ^^ame. 


Samjfied  From 


o 


I'roteia. 


13 

a 
o 


S809    Superior  Growing  Peed, 


9461 


f)472 


MYSTIC  MILLING   &    WEED  CO., 

ROCHESTER,  N.  Y. 
Mystic  Growing  Masli,   


91.3S 


;i057 


Mystic  Laying  Mash, 


NOWAK  MILLING  CORPORATION, 
BUFFALO,   N.  Y. 
Domino  Laying  Mash  with  Butter- 
milk. 


THE     PARK     &     POLLARD  (Jo., 

BUFFALO,  N.  Y. 
Lay  or  Bust  Dry  Mash,   


874C    Lay  or  Bust  Dry  Mash, 


892'> 


Lay  or  Bust  Dry  Mash, 


Miner-Hillard  Milling  Co. 
Wilkes-Barre. 


F.  P.  Case  &  Son,  Troy, 


Farmers'    &  Consumers' 
Commercial  Union  Troy 


O.   S.   Eber.sole  &  Co., 
Penbrook. 


P.   W.   Dawson   &  Son. 
Willi  amsport. 


H.    .1.    raingler   &  Co. 
Butler. 


Mahoning  Valley  Milling 
Co.,  Punxsutawney. 


% 

9.14 


8.92 


8.93 


18.  (,6 


17.00 


9.90 


22.13 


9.83  19.69 


9.35 


19.44 


8.77  19.56 


% 

18-20 


14-16 


25.13  23-25 


18.00 


18.00 


18  00 


18.00 


*Not  Registered. 
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f-EEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


% 

5.47 


3 


% 

6-8 


% 
0.47 


6-S 


2  50 


+  .59 


5.(!ti 


4-6 


7.18 


7.69 


6-8 


6-8 


2  80 


2  60 


.=..43 


;!.50 


6.89 


7.00 


50 


5.7(i 


1.50 


6.71 


12.00 


3  40 


.88 


1.50 


8.18 


12.00 


3  25 


Certified  Composition. 


Identified  by  Mlero- 
scopicul  Examination. 


5.00 


1.50 


7.99 


12.00 


3  60 


Wheat  bran,  wheat  mid- 
dlings, hominy  feed 
and  beef  meal,  corn 
oil  meal,  feed  meal, 
cottonseed  meal,  old 
process  oil  meal,  glu- 
ten feed,  oats,  alfal- 
fa, evaporated  butter- 
milk. 


Wheat  bran,  wheat  mid- 
dlings, corn  meal, 
corn  gluten  feed,  al- 
falfa meal,  bone  meal, 
meat  meal. 


Wheat  middlings,  wheat 
bran,  corn  meal,  corn 
gluten  feed,  O.  P.  oil 
meal,  alfalfa  meal, 
blood  meal,  bone  meal 
and  meat  meal. 


Wheat  bran,  wheat  mid- 
dlings, corn  gluten 
feed,  linseed  oil  meal, 
ground  oats,  wheat 
red  dog  flour,  bone 
meal,  corn  feed  meal, 
meat  scraps  and  dried 
buttermilk. 


Ground  corn,  wheat, 
oats,  barley,  KafBr 
corn. buckwheat,  alfal- 
fa, fish,  meat,  bone, 
wheat  bran  with  mill 
run  of  screenings, 
wheat  middlings,  cal- 
cium carbonate,  salt 
and  dried  buttermilk. 


Ground  wheat,  barley, 
Kaffir  corn,  corn  feed 
meal,  milo  maize, 
oats,  alfalfa  meal, 
bran  with  mill  run 
screenings,  wheat 
midds,  meat,  bone, 
calcium  phosphate, 
dried  fish,  calcium  car- 
bonate, limestone. 


Ground  wheat,  barley, 
KafBr  corn,  corn  feed 
rreal,  milo  maize, 
oats,  alfalfa  meal, 
grain  screenings,  buck- 
wheat grit,  wheat 
bran  with  mill  i-un- 
screenings,  wheat 
midds,  meat,  bone, 
calcium  ph  'uhate 
dried  flsn,  calciui..  car- 
bonate (limestone) , 
salt. 


Feed  meal  identified 
as  corn  feed  meal. 
Found  also  small 
amount  ground 
grain  screenings. 


.Found  also  tankage 
and  small  amount 
of  ground  wheat 
and  small  amount 
of  ground  grain 
screenings. 

Pound  also  tankage. 


Found      also  small 
amount  ground  grain 
screenings. 


8809 


1/47;? 


91.S3 


Buttermilk  not  detect- 
ed Found  also  tank- 
age. 


KafBr  corn   or  milo 

n.uize  not  detected 
Found  also  rye  and 
tankage. 


Found  also  tankage.  8922 


9057 


8746 
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'TAiBLE  III.--ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Mame. 


Sampled  From 


o 
3 


Lay  or  Bust  Dry  Mash, 


Leghorn  Special  Dry  Mash. 


PRATT  FOOD  COMPANY,  PKILA- 

DELPHL\,  PA. 
Pratt's  Supreme  Growing  Mash  with 
Buttermilk. 


Pratt's  Supreme  Laying  Mash  with 
Buttermilk. 


PRAIRIE    STATE    MILLING  CO. 

CHICAGO,  ILL. 
Early  Egg  Laying  Mash,   


Early  Egg  Laying  Mash,  


THE    QUAKER    OATS    CO.,  CHI- 
CAGO, ILL. 
Pul-O-Pep  Dry  Mash,  Laying  Grade, 


Mitchell      Milling  Co. 
Clearfield. 


% 
9.10 


Average, 


F.   W.   Dawson   &  Son, 
Williamsport. 


C.  P.  Matthews  &  Sons, 
Inc.,  Wilkes-Barre. 


S.   S.  Detweiler,  Quaker- 
town. 


Beech    &    Tetlow,  Pitts- 
burgh . 


S.  R.  Patterson  &  Co., 
Pittsburgh. 


9.26 
9.93 


9.34 


.73 


A vera  ge , 


William  Pairlie, 
Brady. 


East 


9.50 


11.25 


10.37 
9.00 


Protein. 


21.88 


20.14 
20.88 


19.75 


20.69 


18.13 


16.06 


17.10 
22.25 


18.00 


21.00 


17.50 


19.00 


18.00 


no 


20.00 
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FEEDING  STUFFg  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


_2        Cerlificd  Coiupositiuii. 


6.18 


1.50 


5.28 


7.04 


6.S5 


5.72 


4.50 


G.71 


10.00 


9.00 


5.40 


4.00  I  6.50 


5.30 


4.67 


4.00 


4.09 


5.60 


4.00 


5.40 


4.99 


9.00 


7.00 


7.00 


3.25 


38 


3  f5 


10 


5.19 


7.65      10.00  4.50 


2  <j5 


2  50 


2  73 


[dentifieil  tjy  Mioro- 
scojiical  Jixauiluatiju. 


Ground  corn,  wh^at, 
wheat  screening's,  bar- 
ley, Kaffir  corn,  buck- 
wheat, alfalla,  flth, 
meat,  bone,  wheat 
bran  with  mill  rim 
screenings,  wheat  mid- 
dlings, calcium  car- 
bonate, salt  and  driid 
buttermilk. 


Ground  corn,  wheat, 
wheat  screenings,  bar- 
ley, oats,  Kaffir  corn, 
buckwheat,  w  h  e  a  t 
bran,  wheat  middl- 
ings, alfalfa,  fish, 
meat,  bone  calcium 
carbonate,  salt  and 
dried  buttermilk. 


Dried  buttermilk,  f  od- 
ing  oat  meal,  corn 
meal,  ground  oats, 
wheat  middlings  end 
■wheat  bran  (with 
ground  screenings  not 
to  exceed  mill  run), 
meat  scrap,  bone 
meal,  fish  meal. 

Dried  buttermilk,  grourd 
clipped  oats,  corn 
meal,  0.  P.  linseed  oil 
meal,  wheat  middl- 
ings, meat  reran, 
corn  feed  meal,  wheat 
bran,  alfalfa,  fi.'rh 
meal. 


Dried  buttermilk,  wheat 
r"iddlings,  wheat  bran, 
fish  meal,  beef  scraps, 
corn  feed  meal,  alfal- 
fa meal  fine  ground, 
and  not  over  5%  cal- 
cium carbonate. 

Dried  buttermilk,  wheat 
middlings,  wheat  bran, 
0.  P.  oil  meal,  flfh 
meal,  beef  serans, 
corn  fed  meal,  alf-il- 
fa  meal  fine  ground, 
and  not  over  .5%  cal- 
cium carbonate. 


Hominy  feed,  yellow 
hominy  feed,  corn  glu- 
ten feed,  oat  meal, 
cottonseed  meal, 
wheat  bran  and  wheat 
bran  and  wheat  midill- 
ings  with  ground 
wheat  screenings  not 
exceeding  mill  run, 
bone  meal,  fish  meal, 
meat  scraps,  alfalfa 
meal,  ground  grain 
screenings  from  wlieat. 


As  certified. 


9QQ0I 


As  certified , 


9659 


As  certified. 


PS05 


Found   also  tankage 


8385 


Found  also  small 
amount  ground 
grain  screenings. 


As  certified , 


9.349 


9045 


As  certified , 


8789 
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TABLE  III.— ANALYSES  OF  SAMPLES  OF 


l^rotelu. 

B 
s 

a 

w 

1 

O 

Name  arci  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 

Sampled  From 

.Moistiire. 

•  I 

a- 
a 

e. 

63- 

^. 

cs 

szsa 

Ful'O-Pep  Dry  Mash,  Lnying  Grade, 

W.  H.  Manbcck  &  Co., 
Mifflin. 

% 

8.15 

\ 

1 

% 

2O-.0A) 

SS41 

Pul-O-Pep  Dry  Mash,  Laying  Grade, 

E.  .J.  Welch,  Plumville,  _. 

10.04 

21 .81 

20  no 

QUISENBERRV     FKED  MILLING 

CO.,  KANSAS  CITY  Mv... 
Quisenberry  Quality  Butt.rmilk  Lay- 
ing Mash. 

Average,   --   --  — - 

9.06 

22. ii 

,SS48  ^ 

Valley  Mills,  Johnstown, 

10.50 

19.63 

18.00 

9634 

RALSTON  PURINA  CO.,  INC.,  ST. 

LOLLS,  M  l. 
Purina  Chicken  Chowder  with  Char- 
coal not  over  1%. 

C.  L.  Kelly,  McKeesport, 

8.42 

20.56 

19.  CO 

Purina  Chicken  Chowder  with  Char- 
coal not  over  1%. 

Knabe    Brothers,  Turtle 
Creek . 

8.50 

21.63 

19.00 

8786 

Purina  Chicken  Chowder  with  Char- 
coal not  over  1%. 

Parker  Milling  Co.,  Park- 
ers Landing. 

9.25 

20.88 

19.00 

9368 

Purina  Chicken  Chowder  with  Char- 
coal not  over  1%. 

S.  G.  Updegraff  &  Son. 
Willi  am  sport. 

8.75 

21.75 

10. fO 

8835 

Purina  Chicken  Chowder  with  Char- 
coal not  over  1%. 

C.   Y.    Wagner   &  Co., 
Belief  onto. 

10.41 
9.06 

19.63 
20.89 

19.00 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Fat. 


Fiber. 


o 


6.04 


4.99 


% 

4.00 


4.00 


5.54 
5. SO 


3.50 


% 
7.11 


7.9S 


7.58 
4.52 


5.45 


5.44 


6.03 


5.63 


4.92 


5.49 


4.CC 


4.00 


4.00 


4.00 


4.00 


% 

10.  oa 


10.00 


5.00 


3.39 


7.49 


9.09 


7.51 


9.51 


S.S9 


3  40 


3  55 


3  .=5 


10.00 


10.00 


10.00 


IC.OO 


10.00 


3  95 


?.  50 


3  CO 


3.00 


3  00 


3.41 


C'crtifled  Coiaposition. 


Identified  ty  Micro- 
scopical Examination. 


Hominy  feed,  ycDow 
hominy  feed,  gluten 
feed,  oat  meal,  cot- 
tonseed meal,  wheat 
bran,  wheat  middl- 
ings with  ground 
wheat  screenings  not 
exceeding  mill  run,  al- 
falfa meal.  ground 
grain  screenings  from 
wheat. 
Hominy  fieil,  ycOlow 
hominy  Itcd,  corn 
gluten  feed,  oat  meal, 
cottonseed  meal  wheat 
VT!in  !iTid  wheat  middl- 
ings with  ground  wheat 
screenUigs  not  exci-cd- 
ing  ■  mill  run,  bone 
m.eal,  fish  meal,  meat 
scraps  alfalfa  meal, 
ground  grain  screen- 
ings from  wheat. 


Corn  meal,  wheat 
shorts,  wheat  middl- 
ings, wheat  bran, 
ground  oats,  meat 
meal,  dried  buttermilk, 
linseed  meal,  powdered 
charcoal,  fine  salt, 
alfalfa  meal. 


Wheat  middlings,  wheat 
bran,  gluten  feed  from 
corn,  com  meal,  al- 
falfa fiour,  linseed 
flour,  granulated 
meat,  charcoal  and 
not  over  1%  salt. 

Wheat  middlings,  whpat 
bran,  gluten  feed  from 
corn,  corn  meal,  al- 
falfa flour,  linseed 
flour,  granulated 
meat,  charcoal  and 
not  over  1%  salt. 

Wheat  middlings,  wheat 
bran,  gluten  f^ed  from 
corn,  corn  meal,  al- 
falfa flour,  linseed 
flour,  granulated 
meat,  charcoal  and 
not  over  1%  salt. 

Wheat  middlings,  wheat 
bran,  gluten  l:eed  from 
corn,  corn  meal,  al- 
falfa flour,  linseed 
flour,  granulated 
meat,  charcoal  and 
not  over  1%  salt. 

Wheat  middlings,  wheat 
bran,  gluten  feed  from 
corn,  corn  meal,  al- 
falfa flour,  linseed 
flour,  granulated 
meat,  charcoal  and 
not  over  1%  salt. 


As  certified. 


As  certified. 


As  certified,    8S4S 


.'=i386 


S841 


As  certified. 


Linseed  flour  indfnti- 
fled  as  linseed  oil 
meal. 


As  certified. 


9634 


9.333 


As  certified. 


I,i"sno(l  flour  indenti- 
fled  as  linseed  oil 
meal. 


9368 


8835 


S18 

TABLE  III.— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Jlauufacturer 
or  Importer  and  Brand  iName. 


Sampled  Fiom 


Protein. 


B215 


9232 


W81 


■87SS 


Purina  Cliieken  Fatena  Peed, 


JOHN  B.  BIGGS,  SHIPPENSBURG, 
PA. 

♦Chicken  Mash,   


H.  ROCKWELL  &  SON,  CANTON, 
PA. 

Hen-O-La  Dry  Mash,   


RTDE    &    COMPANY,  CHICAGO. 
ILL. 

Hav-To-Lay  Egg  Mash,   


Greer  Brothers,  Philadel- 
phia. 


9411 


9021 


THE    SCOTT    COUNTY  MILLING 

COMPANY,    SIKESTON,  MO. 
*Gristo  Laying  Mash,   


.lohn  B.  Riggs,  Shippens- 
burg. 


H.  Rockwell  &  Son,  Can- 
ton. 


% 
10.27 


William  Pairlie, 
Brady. 


East 


TIOGA  MILL  &  ELEVATOR  CO., 

WAVERLY,  N.  Y. 
Chicatine,  


8523  Egatine, 


Earley  &  Detweiler,  Pal- 
myra. 

H.  O.  Ayer,  Ulster,  


THE  TOLEDO  GRAIN  &  MILLING 
CO.,  TOLEDO,  OHIO. 
86i2    Camp's  Red  Ball  Egg  Mash,   


8983 


C.  B.  TYLER.  MESHOPPEN,  PA. 
Red  Hen  Laying  and  Growing  Mash. 


Wayne      Milling  Co. 
Honesdale. 


Frank  Trusler,  Warren, 


C.    B.    Tyler,  Tunkhan- 
nock. 


% 

15.19 


3.77 


9.28 


9.85 


12.00 


18.56 


22.00 


22.19 


12.00 


20.00 


8.71 


9.45 


23.19 


24.00 


23.56       18. CO 


10.11 


10.62 


9.24 


27.00 


23.00 


18.50 


20.94 


16.00 


IS.  00 


*Not  Registered. 
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FEEDING  STUFFS  COLLECTED  IN  1922— Continued. 


Pat. 


Fiber. 


3 


3 

o 


Ucrtifled  Coi  position. 


Identified  by  llicro- 
scopical  Examination. 


% 

5.36 


% 

6.00 


% 
7.24 


% 

9.00 


5.12 


5.15 


4.81 


2.0O 


4.00 


11.20 


4.64 


6.5S 


5.00 


9.00 


5.01 


5.56 


5.00 


3.00 


..32 


4.72 


4.EiO 


.00 


5.13 


2.50 


6.00 


5.71 


4.. 5(1 


4.50 


6.82 


6.55 


10.00 


f 

3  50 


2  60 


4  25 


2  00 


.20 


50 


2  75 


Ground  oats,  ground 
corn,  Kaffir  meal, 
barley  meal,  corn 
germ  meal,  wheat  mid- 
dlings, linseed  meal 
and  ground  sunflower 
seed. 


Wheat  bran,  wheat  mid- 
dlings, corn,  oats, 
gluten,  alfalfa,  char- 
coal, beef  scrap  and 
salt. 

Corn  mesl,  corn  gluten 
feed,  wheat  middlings, 
wheat  bran,  old  pro- 
cess linseed  oil  meal 
and  meat  scraps. 


Linseed  oil  meal,  mept 
sci'aps,  bone  meal, 
corn  feed  meal,  wheat 
middlings,  v. heat  bran, 
oat  meal,  cottonseed 
meal,  ground  beans, 
blood  flour,  coccjuut 
oil  meal,  fish,  dri.'d 
milk,  alfalfa,  cocoa 
shell  meal,  foenagreel;, 
anise  and  salt. 


"Wheat  bran,  corn  meal, 
tankage  and  shorts. 


Corn  meal,  wheat  mid- 
dlings, hominy  feci, 
corn  gluten  meal,  pn.v- 
dercd  buttermilk,  fi-h 
meal,  meat  and  bone 
scraps,  wheat  bran, 
Kaffir  corn  meal,  phos- 
phate of  iime. 

Corn  gluten  meal,  wh'  at 
middlings,  corn  fed 
meal,  wheat  bran, 
ground  oats,  m"at 
and  bone  scrap,  powd- 
ered buttermilk,  pre- 
cipitated animal  bine 
phosphate  of  lime, 
fish  meal. 


Ground  wheat  midr'l- 
ingg  wheat  bran,  corn 
mesl,  gluten  feed,  al- 
falfa feed,  beef 
scraps,  oil  meal  and 
charcoal. 

"Wheat  middlings,  wheat 
feed,  ground  oats, 
corn  meal,  oil  me"!, 
gluten  and, beef  scraps. 


As  certified. 


As  certified. 


9213 


9232 


Found  also  tankage.  ■  9481 


Found  also  small 
amount  ground 
grain  screenings. 


Found  also  alfalfa,  9411 


878S 


.4s  certified. 


Found   also  tankage,. 


Oil  meal  and  char- 
coal not  detected . 
i'ound  also  tankage 
and  ground  grain 
screenings. 


Oi'  rreal  identified  as 
linseed  oil  meal. 


9021 


-523 


8642 
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Protein. 

o 
xa 

c 

Oi 

Name  and  Address  o£  Manufacturer 
or  Importer  and  Brand  Name. 

Sampled  Trom 

•6 

V 

4.3 

QQ 

1 
o 

O 

+^ 

C 

a 

round. 

Guarant 

9172 


904.3 


8653 


9028 


THE  UBIKO   MILLING   CO.,  CIN- 
CINNATI, OHIO. 
Ubiko  Egg  Mash  with  Buttermilk, 


Ubiko  Egg  Mash  with -Buttermilk, 


Ubiko  Egg  Mash  with  Buttermilk, 


UNION   CITY   COOPERATIVE  AS- 
SOCIATION, UNION  CITY,  PA. 
Stranshan's  Mash,   


8420 


9003 


FLOYD     VANDEBVORT,  LACEY- 

VILLE,  PA. 
Vandervort's  Laying  Mash  for  Poul- 
try. 


VOUGHT  MILLING  CO.,  SHAMO- 
KIN,  PA. 

System  Hen  Mash,  


WALDO  BROTHERS,  WYSOS,  PA. 
Walbro  Laying  Mash,   


Hoffcr  &  Garman,  Harris- 
burg. 


C.  Kellner  &  Son,  N.  S. 
Pittsburgh. 


R.    S.    McCague,    Ltd.,  9.85 
Pittsburgh. 


9.25 


9.91 


Average, 


Union    City  Cooperative 
Association,  Union  City, 


Floyd  Vandervort,  Laeey- 
ville. 


Vought      Milling  Co. 
Sham.okin. 


9.67 


10.02 


9.85 


.97 


Waldo  Brothers,  Wysox, 


8547 


9230 


WOLGEMUTH    &    SON,  FLORIN, 
PA. 

W.  &  S.  Laying  Mash,   


T.   P.   WRIGHT.  SHIPPENSBURG, 
PA. 

*Chicken  Mash,   


Wolgemuth  &  Son,  Flor- 
in. 


T.    F.   Wright,  Shippens- 
burg. 


■Npt  Registered, 


9.55 


23.31 


23.38 


22.00 


22.90 


19.94 


19.31 


20.00 


20.00 


20.00 


15.56 


23.25 


9.64 


9.02 


23.19 


18.94 


i8.ro 


20.00 


20  00 
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Fat. 


Fiber. 


o 


1.22 


4.S) 


4.47 


4.51 


4.84 


4.54 


03 

o 


4.00 


4.00 


4.00 


a 


Cirtincd  Coinposit:"cn. 


Identiflod  by  Jlic-ro- 
scop.cal  Exaitinaiioa. 


4.50 


6.29 


.47 


5.85 


5.87 


9.0O 


7.28 


6.00 


fi.GO 


3  £5 


1.00 


.3  50 


3  42 


2  40 


2  30 


4.70 


C.08 


5.50 


.35 


8.00 


2  75 


5.52 


5.28 


4.75 


.02 


9.31 


7. CO      48  00 


2  50 


Meat  meal,  bone  mcnl, 
corn  meal,  whent  bran 
and  middlings,  wlioie 
ground  oats,  corn  glu- 
ten feed,  0.  P.  lin- 
seed meal  and  dried 
buttermilk. 

Meat  meal,  bone  merl 
com  meal,  wheat 
bran  and  middling.^, 
whole  ground  oats 
corn  gluten  feed,  O 
P.  linseed  meal  and 
2%  dried  buttermilk. 

Meat  meal  hone  meal, 
corn  meal,  wheat  bran 
and  middlings,  who'e 
ground  oats,  corn 
gluten  feed,  O.  P. 
linseed  meal  and  K'o 
dried  buttermilk. 


Corn  meal,  bran,  mid- 
dlings, oil  meal,  beef 
scraps,  corn  and  oats 
chop,  alfalfa  and 
salt. 


Ground  com,  p-round 
oats,  wheat  bran, 
brown  middlings,  corn 
gluten  feed,  red  dog- 
flour,  alfalfa  meal 
and  high  grade  meal 
.S(  raps. 


Wheat  bran,  wheat  mid- 
dlings, oats  chop, 
corn  chop,  gluten,  fish 
scrap,  1  iiaek  pana- 
cea. 


Com  meal,  p.lfalfii 
meal,  oil  meal,  whe:it 
bran  and  w-h-Mt  midd.= 
with  ground  seref  nings 
not  cxcecdmg  mill  run, 
beef  strap,  ciiareoal 
and  i  of  1%  salt. 


0.  P.  oil  meal,  gluten 
feed,  beef  scrap,  bran, 
middlings,  ground 
oats,  corn  chop  and 
charcoal. 


Pound  also  tankage.  92.'6 


As  certified, 


As  certified. 


Found  also  tankage. 


As  certified. 


9172 


9043 


8653 


9028 


Found  also  sugar  and 
trace  of  foenugreek, 
sulphate  of  soda, 
sulphate  of  magne- 
sia, sulphate  of 
iron,  potassium  ni- 
trate and  sodium 
chloride. 

As  certified,   


As  certified, 


8420 


9003 


Wheat  bran,  wheat 
middlings,  corn 
chop,  oats  chop,  al- 
falfa meal  and 
meat  scrap. 


8547 


f2£0 
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TABLE  III.— ANALYSES  OF  SAMPLES  OP 


Name  and  Addrsss  cf  Manufacturer 
or  Importer  and  Brand  -Ni'iue. 


Sampled  From 


2i 

3 

ra 

'5 


Protein. 


g 


ANIMAL  BY-PRODUCTS. 

BLOOD  MEAL. 

SWIFT    &    OOMPAJJT,  NEWARK, 

% 

% 

N.  J. 

% 

Silse 

Swift's  Blood  Meal,  _   

John   B.    Curry's  Sons, 

8.10 

82.63 

80.00 

Swatara. 

MEAT  AND  BONE  SCRAP. 

THE  AMERICAN  AGRICULT'URAL 

CHEMICAL     CO.,     NEW  YORK, 

N.  Y. 

S514 

Protox  Pure  Ground  Meat  Scraps, 

Honesdale    Milling  Co., 

6.35 

56.94 

55.00 

Honesdale. 

AMOUR      FERTILIZER  WORKS, 

CHICAGO,  ILL. 

8385 

Meat  Meal,    -- 

Wisehaunt  Sons  &  Co., 

4. SO 

61.88 

60.00 

Port  Royal. 

BAUGH  &  RONS  COMPANY,  PHIL- 

8582 

Baugh's  Meat  Meal  for  Poultry,  

Christiana  Grain  &  Sup- 

7.39 

51.19 

50.00 

ply  Co.,  Christiana. 

9595 

Baug-h's  Meat  Meal  for  Poultry,   

Cooperative  Grantre  Mill- 

5.53 

54.88 

50.00 

ing  Co.,  Titusville. 

9S29 

Baugh's  Meat  Meal  for  Poultry,  

.J.    W.    Craft    &  Sons, 

7.90 

51.13 

30,00 

Ambler. 

Avera  ge                 ^  _ 

6.94 

52.40 

THE  BERG  COIVIPANY,  PHILA- 

DELPHIA, PA. 

8566 

Berg's  3  Medal  Poultry  Meat  and 

S.     Book     &  Brother, 

6.78 

48.44 

45.00 

Bone  Scrap. 

Quarryville. 

S886 

Berg's  3  Medal  Poultry  Meat  and 

S.   S.  Detweiler,  Quaker- 

5.43 

48.94 

45.00 

Bone  Scrap. 

town. 

9.391 

Berg's  3  Medal  Poultry  Meat  and 

Gihbs  Milling  Co.,  Nan- 

5.20 

43.31 

40.00 

Bone  Scrap. 

tieoke. 

95114 

Berg's  3  Medal   Poultry  Meat  and 

Peter  Graff  Milling  Co., 

5.79 

47.13 

45.00 

Bone  Scrap. 

Worthington. 

9223 

Berg's  3  Medal  Poultry  Meat  and 

Hoffer  &  Garman,  Har- 

6.00 

50.38 

45.00 

Bone  Scrap. 

risburg. 

8672 

Berg's  3  Medal   Poultry  Meat  and 

Pomona  No.  3  Exchange, 

fi.05 

49.00 

45.  CO 

Bone  Scrap. 

West  Chester. 

ijerg  s   o   xvxedcH   x  ouiny    ivit.<i  t  aiiu 

Simp.son  Brothers,  Nor- 

6 
D. 

47.00 

45.00 

Bone  Scrap. 

ristown. 

9K)J 

Berg  .^^  3  Medal  Poultry  Meat  and 

Sterling      &  Sherwood, 

5.53 

48.19 

45.00 

Bone  Scrap. 

Meshoppen. 

5.96 

47.80 

Average,   

8813 

Berg's  50%  Protein  Poultry  Meat  and 

Miper-Hillard  Milling  Co., 

6.50 

51.88 

50,00 

Bone  Scrap. 

Wilios-Barre. 

9557 

Berg's  59%  Protein  Poultry  Meat  and 

Scureman     Milling  Co., 

5.36 

54.75 

50.00 

Bone  Scrap. 

Wilkes-Barre. 

Average,     

5.93 

53.32 

8567 

Berg's  55  Protein  Poultry  Meat  and 

S.     Book     &  Brother, 

6.85 

58.06 

55.00 

Bone  Scrnp 

Quarryville. 

55  fO 

8880 

'  Berg's  55  Protein  Poultry  Meat  and 

S.  S.  Detweiler,  Quaker- 

6.10 

58.50 

Bone  Scrap. 

town  . 

9569 

Berg's  55  Protein  Poultry  Meat  and 

Dillsburg  Grain  &  Milling 

5.93 

58.13 

55.00 

Bone  Scrap. 

Co.,  Dillsburg. 

9.S35 

Berg's  55  Protein  Poultry  Meat  and 

S.     C.     Kriebel,  West 

6.20 

56.25 

55,  CO 

Bone  Scrap. 

Point. 

58.50 

55.00 

9513 

Berg's  55  Protein  Poultry  Meat  and 

Muth    Bros.,  Elizabeth- 

6.10 

Bone  Scrap.. 

town  . 

57.89 

Average,   

6.23 
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Pat. 


12.21 

12.40 
12.53 
12.84 


O 


I'iber. 


10.00 

6.00 

10.00 
10.00 
10.00 


11.00 
11.00 

11.00 
11.00 
11.00 

1' 

11.00 
11.00 


11.00 


n.oo 


11.00 
11,00 

11.00 

n.oo 

11.00 


■a 
a 

3 


Gtrtiflec!  Ccn  position. 


Identified  by  Micro- 
scopical Examination. 


% 
0.78 


1.C2 

2.34 

1.67 
1.79 
1.95 
1.80 

1.25 

0.  99 

1.80 

1.  E5 
1.26 

1.34 
1.39 
1.37 
1.36 
1.00 

1.35 
1.22 
1.20 
1.01 

1.27 

1.59 
1.46 
1.30 


% 

3.00 


2.00 

l.CO 
1.00 
1.00 


3.00 
3.00 

3.00 
3.00 
3.00 

3.00 
3.00 
3.00 


2.00 

2.0O 

2.00 
2.00 

2.00 

2.00 
3.00 


? 
5  75 


5  75 
5  25 

4  00 

5  OO 
5  50 
4.83 

4  60 

4  25 

5  00 

4  50 

5  OO 

4  25 

3  50 

5  00 

4  50 

4  50 

5  OO 

4  75 

5  00 

4  75 

5  00 

4  50 
4  75 
4  80 


Blood  meal. 


Meat   scrap,    As  certified 


Grourd  pure  betf  crack- 
lings. 

Grcund  pure  beef  crack- 
lings. 

Ground  pure  beef  crack- 
lings. 


Meat  and  bone  scrap. 
Meat    and   bone  scrap. 

Meat   and   bone  scrap. 
Meat  and  bone  scrap. 
Meat  and  bone  scrap,-— 

Meat  and  bone  scrap, 
Meat  and  bone  scrap,— - 
Meat  and  bone  scrap,— 

Meat  and  bone  scrap, -.- 

Meat  and  bone  scrap,— - 

Meat  and  bone  scrap,— _ 
Meat  and  bone  scrap,— 

Meat  and  bone  scrap,  — _ 

Meat  and  bone  scrap,  

Meat  and  bone  scrap,.,- 


Tankage  meat  meal. 


As  certified. 
As  certified. 
As  certified. 


As  certified. 


Pound  also  small 
amount  of  fish  meat 
and  bone  scrap  and 
tankags. 

As  certified,   


As  certified, 


Found  also  small 
amount  of  fl.=h  irpat 
and  bore  scrai>. 

Found   also  tankage, 

Found  also  tankage. 
As  certified ,   


Found  also  tankae-"- 
and  small-  amount 
of  fish  meat  and 
bone  scrap. 

As  certified,   


As  certified, 


As  certified,    9136 


Found  also  small 
an  ount  of  fish  meat 
and  bono  scrap  and 
tankage. 

Pound  also  small 
amount  of  fish  meat 
and   bons  scrap. 

As  certified,   


Pound  also  tankage, 


TABLE  III.— ANALYSES  OF  SAMPLES  OF 


Protein. 

3 

S3 

Name  and  Address  of  Manufacturer 

Sampled  From 

V) 

or  Importer  and  iiruud  ^'ame. 

CD 
<^ 

3 

-a 
a 

a 

1 

O 

o 

O 

9237 
8384 

9375 
9435 


8540 
9054 
9547 


BLAMBERG     BROTHERS,  INC., 

BALTIMORE,  MD. 
♦Cornell  Brand  Hy-Prot  Meat  Meal 

for  Poultry   and  Hogs. 
CornPll  Brand  Special  Beef  beraps 

for  Poultry. 

THE    ALBERT   BUEHRLE  OOM- 

PANY,   YOUNGSTOWN,  OHIO. 
Sure  Egg  Meat  Scraps,   


Sure  Egg  Meat  Scraps, 


CONSOLIDATED   DRESSED  BEEF 

CO.,    PHILADELPHIA,  PA. 
Consolidated  Beef  and  Bo'ne  Scraps, 

Consolidated  Beef  and  Bone  Scraps, 

Consolidated  Beef  and  Bone  Scraps, 


9261    Consolidated  Beef  and  Bone  Scraps, 
Consolidated  Beef  and  Bone  Sciaps, 


9452 


8907 


9447 


B453 


8870 
8488 

9581 

949G 

9444 
«No 


DARLING    &   COMPANY,  CHI- 
CAGO, ILL. 
Darling's  Meat  Scraps.,   

JACOB  DOLD  PACKING  COM- 
PANY,  BUFFALO,   N.  i'. 
Dold  Quality  Meat  and  Bone  Scraps, 


Dold  Quality  Meat  and  Bone  Scraps, 


EZL     DUN  WOODY    CO.,  PHILi» 

DELPHIA,  PA., 
Poultry  Meat,   


Poultry  Meat, 


("harlcs  Funi,  Shippens- 
burg. 

Wisehaupt  Sons  &  Co., 
Port  Royal. 


Harmony    Cereal  Mills, 
Harmony. 

.1.    H.    Lavery's  Sons, 
Franklin. 

Average,   


S.    C.    Brinser's  Sons, 

Middletown. 
F.    W.   Dawson  &  Son, 

Williaiiisport. 
'"irifiith  Ellis,  Indiana,  - 


W.  W.  McCullough,  W. 

Bridgewater. 
Preston  &  -laquish,  Troy, 
Average,   


Hudson  &  Kuhns,  Greens- 
burg. 


McQuiston     Bros.  Co., 
Meadville. 


Pieston  &  Jaquish,  Troy, 

Average,   

H.  E.  McKissick,  Darby, 


Woodward  &  Co.,  Phila- 
delphia. 

Average,   


JOHN   W.    ESHEIMAN    fc  SONS, 

LANCASTER,  PA. 
Meat  and  Bone  Scrap,   


IDEAL  RENDERING  CO.,  NORTH 

WALES,  PA. 
Ideal   Meat  Scraps,   

JOSLIN    *    SCH.MIDT  COMP.iNY, 

CINCINNATI,  OHIO. 
♦Abattoir  Brand  Meat  Meal,   


Registered. 


Hershry   Chocolate  Co. 
Hersliey . 


J.  A.  Gualt  Co.,  Kittan- 
ning. 


M'rcatoris  &  McCulliugh, 
Meadville. 


7.75 
5.. 35 


5.70 

6.50 
6.10 


6.34 
4.40 

6.50 

5.53 
5.87 

6.75 

5.63 

3.78 


78.88 
54.63 


54.81 

55.13 
54.97 


6.61  43.81 


42.31 
44.63 

41.13 

43.56 
43.69 

52.25 

53.38 


4.70  51.13 


6.65 


6.42 
6.53 


5.03 


3.05 


5.67 


53.48 

51.38 
52.43 

50.88 

53.38 

53.54 


80.00 
55.00 


50.00 
50.00 


45-50 
4.5-50 
50.00 

45-50 
45-50 


50.  CO 


50.  CO 


48.88       45. CO 


40-55 


40-55 


50.00 


50  OO 


50. fO 
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Fat. 


•a 
a 

9 
O 


% 

10.02 
17.61 


11.07 

13.  U 
12.11 

12.32 
15.20 
11.03 

11.71 

13.28 
12.70 

8.46 

13.02 

15.26 

14.14 

15.05 

12.07 
13.56 

14.58 

14.09 

13.06 


Fiber. 


o 


% 

7.00 
13.00 


3.00 
3.00 


13.00 
12.00 
12.00 

12.00 
12.00 


8.00 


;.oo 


10-15 


10-15 


14.00 


5.00 


% 
0.59 

1.90 


2.29 

2.32 
2.30 

0.76 
1.21 
1.40 

1.84 

1.02 
1.24 


0.50  1.59 


2.32 

2.15 

2.23 

1.19 

1.17 
1.18 

1.92 

0.96 

1.77 


% 
2.0O 

3.00 


5. CO 
5.00 


2.00 
2.00 
2.0O 

2.00 
2.00 


3.00 


5.00 


5.00 


2.00 


3.00 


Certified  Con  position. 


Identified  by  Micro- 
scopical Examination. 


6  00 
5  25 

5  00 

5  75 
5  38 


Pure  ground 

cracklings. 
Beef  scraps,   


meat 


Pure    meat    and  bone 
trimmings. 

Pure    meat    and  bone 
trimmings. 


5  00    Beef  and  bone  scrap. 


5  50 

6  00 

4  50 

5  50 
5  30 


Beef  and  bone  scrap. 
Beef  and  bone  scrap. 

Beef  and  bone  scrap. 
Beef  and  bone  scrap, 


Meat  product. 


6.0O 

5  50 

5  75 

6  00 

5  OO 
5  50 


Scraps  of  meat  cooked 
and  dried. 


Scraps  of  meat  cooked 
and  dried. 


Meat  and  bone  scrap. -- 


Meat  and  bone  scrap  — 


5  00    Meat  and  bone  scrap, --- 


5  50 


i  75 


Meat  scraps, 


Meat  products. 


As  certified. 

As  certified. 

As  certified, 

As  certified. 


As  certified , 
As  certified. 


One-half  meat  scrap 
and  one-half  bone 
meal. 

As  certified,   


As  certified. 


Found  also  tankage, 


9237 
8384 

9375 
9435 

8540 
9654 
9547 

9261 
9452 

8907 


Found    also  tankage  9447 

including  fibrous 

vegetable  material 

and  traces  of  glass. 

Found    also    tankage  9453 
including  fibrous 
vegetable  material 
and  traces  of  glass. 


Found  also  small 
amounts  of  tankage 
and  fish  meat  and 
bon?  scrap. 

Found  also  small 
p mount  r>f  fl«h  meat 
and  bore  scraP'. 


Founrt  also  tankage, 
As  certified,   


Found  also  large  pro- 
portion of  tankage. 


S876 


84S5 


9581 


9496 


9444 


Bul.-^7&— 15 
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Name  and  Address  ol  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  From 


o 


Protein. 


■a 

a 

3 

o 


KENTUCKY  CHEMICAL  MANU- 
FACTURING COMPANY,  COV- 
INGTON, KY. 

K-C  Special  Meat  Scraps,   


MUTUAL  RENDERING  CO.,  INC., 

PHILADELPHIA,  PA. 
Mureco  .4nima!  Products,  5(r^c  Meat 

and  Bone  Scraps. 
Mureco  Animal  Products,  50%  Meat 

and  Bone  Scraps. 


PUTUSENT   GUANO   CO.,  BALTI- 
MORE, MD. 
Patu.^ent   Meat   Meal    for  Poultry 
and  Hogs. 

THE  PHILADELPHIA  SEED  COM- 
PANY   INC.,  PHILADELPHIA, 
PA. 

*Beef  Scrap,   


STADLER  PRODUCTS  CO.,  CLEVE- 
LAND, OHIO. 
Stadler's  50%  Meat  Scraps  


9105 

Swift's 

Eureka 

Meat 

and 

Bone 

Scraps 

'M13 

Swift's 

Eureka 

Meat 

and 

Bone 

Scraps 

9388 

Swift's 

Eureka 

Meat 

and 

Bone 

Scraps 

SWIFT    &    COMPANY,  NEWARK, 
N.  J. 

Swift's    Eureka    Meat    and  Boae 
Scraps. 

Swift's    Eureka    Meat    and  Bone 
Scraps. 


9239 

Swift's 
Scraps 

Laymore 

Meat 

and 

Bone 

94fi8 

Swift's 
Scraps 

Laymore 

Meat 

and 

Bone 

8987 

Swift's 

Laynore 

Meat 

and 

Bone 

Scraps 
Swift's 

9560 

Laymore 

Meat 

and 

Bone 

Scraps 
Swift's 
Scraps 

9104 

Laymore 

Meat 

and 

Bone 

Swift's  Meat  and  Boi.e  Scraps, 

SYRACUSE    RENDERING  CO. 
SYRACt:SE,   N.  Y. 
Syracuse'  Poultry  Peed,   


Syracuse  Poultifir  Feed, 


R.  G.  Lurie,  Sharon, 


Newtown  Feed  &  Grain 
Co.,  Newtown. 

Preston  Brothers,  Can- 
ton. 

Average,   


Muth  Bros, 
town. 


Elizabeth- 


.John   B.    Curry's  Sons, 
Palmyra. 


Erie    Milling    &  Supply 
Co.,  Erie. 


-John  B.   Curry's  Sons, 

Swatara. 
Farmers'   &  Consumers' 

Commercial  Union, 

Troy. 

C.  B.  Tyler,  Meshoppsn, 

Floyd    Vandervort,  La- 

ceyville. 
P.  Wagner  &  Son,  New 

Castle. 

Average,   


Canon.sburg  Milling  Co., 

Canonsburg. 
F.  P.  Case  &  Son,  Troy, 

Dayton  Milling  Co.,  To- 

wanda. 
Srureman     Milling  Co., 

Wilkes-Barre. 
C.  B.  Tyler,  Meshoppen, 
Average,   


*Not  Registered. 


S.    B.    Floyd    &  Son, 
Pittsburg. 


Farmers'  Cooperative 
Co.,  Inc.,  Wysox. 


Waldo  Brothers,  Wysox, 
Average,   


% 

6.23 


4.50 
3.93 
4.21 

8.49 


5.62 


5.63 


5.30 
5.94 

6.13 
7.66 

6.68 
6.34 

6.56 

4.41 

6.60 

6.05 

6.03 
5.93 

7.40 

5.21 

6.70 
5.95 


% 

55.56 


45.38 
46.75 
46.07 

82.13 

42.63 
50.31 


55.81 
58.88 

55.29 
59.63 
57.13 
57., ■35 

46.19 

48.56 

46.81 

46.63 

46.50 
46.94 

50.06 

43.75 

46.13 
44.94 
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Pat. 


9 


Fiber. 


a 
o 


Ceriifled  Ccniposition. 


Idmtified  by  Mitro- 
scopical  Examination. 


% 


.00 


10.00 
10.00 


7.00 


11.00 


3.00 


6.00 
8.00 

6.0O 
6.00 
6.0O 


6.00 
6.0O 
8.00 
6.00 
6.00 


6.0O 


11.75  8.00 
11.64 


% 
1.34 


0.80 
1.33 
1.06 

0.68 

2.81 
1.32 


2.11 
1.46 

1.07 

1.46 

1.68 

1.55 

1.16 

1.28 

1.53 

1.52 

1.31 
1.36 

1.70 


8.00  1.04 


1.51 
1.27 


% 

3.00 


2. CO 
2.00 


2.00 

3.00 

3.00 

3.00 
3.00 

3.00 
3.00 
3.00 


3.00 
3.00 
3.00 
3.00 
3.00 


3.00 


5  00 

4  65 
4  75 
4  70 

5.S5 

4.85 
4.25 

4  60 

5  00 

5  OO 
5  00 
5  00 
4  92 
3.75 
4.60 
4.50 
4  50 

4  50 

4  37 

i  75 

3  50 

5  50 

4  50 


Meat  scraps. 


Meat  and  bone  scrap, 
Meat  and  bone  scrap, 


Meat  meal. 


Bee!  scrap. 


Meat  scraps. 


Meat 

and 

bone 

Meat 

and 

bone 

Meat 

and 

bone 

Meat 

and 

bone 

Meat 

and 

bone 

Meat 

and 

bone 

scraps, 

Meat 

and 

bone 

scraps , 

Meat 

and 

bone 

scraps, 

Meat 

and 

bone 

scraps. 

Meat 

and 

bone 

scraps , 

Meat 

and 

bone 

scraps. 

Prepared 

from 

cooked 

meat  and  bone  scraps. 


Prepared    from  cooked 
meat  and  bone  scraps. 


As  certified,   

As  certified,    

As  certified,   

As  certified,   

As  certified,   

Found  also  tankage. 

As  certified,   

Found   also  tankage, 

xis  certified ,   

As  certified,   

Found   also  tankage, 

As  certified,   

Found   also  tankage. 

As  certified,   

As  certified,   

As  certified,   

As  cirtuied,   


Found  also  tankage 
and  small  amount 
of  fish  meat  and 
bone. 

Found  also  small 
amount  of  fish  meat 
and  bone. 
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TABLE  III.— ANALYSES  OP  SAMPLES  OF 


Name  and  Address  of  Manufacturer 
or  Importer  and  Brand  Name. 


Sampled  Prom 


9111 
9114 
9152 


THE  VAN  IDERSTINE  CO.,  LONG 
ISLAND  CITY,   N.  Y. 

Van  Iderstine's  High  Protein  Meat 

Scraps  iov  Poultry. 
Van  Idrestine's  Pure  Ground  Meat 

Scraps  for  Poultry. 
Van  Iderstine's  Pure  '.viound  Meat 

Scraps  for  Poultry. 


9115 


8619 


9113 


9512 
S678 


8767 


88i2 


9225 


8719 


5368 


9505 


PISH  SCRAP. 

THE    BERG  COMPANY, 
DELPHIA,  PA. 
*Berg's  Fish  Meal,   


PHILA- 


OHESAPEAKE  PLANT  AND  ANL 
MAL  FOOD  CO.,.  BALTIMORE, 
MD. 

Bay  Brand  Fish  Meal,   

EZL.    DUNWOODY    CO.,  PHILA- 
DELPHIA. PA. 
Fish  Scraps,     


TANKAGE. 

THE  BERG  CO.,  PHILADELPHIA, 
PA. 

*Berg's  Digester  Tanl'age,   

*Berg's  Digester  Tankage  — - 


DARLING  &  COMPANY,  CHICAGO, 
ILL. 

Darling's  Digester  Tankage,   

JACOB  DOLD  PACKING  CO..  I ITF- 

FALO,  N.  Y. 
Dold's  Quality  Digester  Tankage, 


KEYSTONE  HIDE   CO.,  LANCAS- 
TER, PA. 

Keystone  Meat  Meal  


ROLLER  FERTILIZER  COMPANY, 

SEITZLAND,  PA. 
Rellok  Feeding   Tankage,   — 


MIFFLIN     COUNTY  RENDERING 
CO..    LEWISTOWN,  PA. 

Mifflin  Tiinkage,   


Blank  &  Gottshall  Co., 

Inc.,  Sunbury. 
Blank  &  Gottshall  Co., 

Inc.,  Sunbury. 
H.  H.   Lysinger  &  Son, 

Bedford. 

Average,   


J.  D.  RAMSEY,  Pr.rTSBURGH,  PA. 
Ramsey's  Feeding  Tankage,   

A     F.   REES,    HANOVER,  PA. 
Rees'  Pure  High  Protein  Tankage. 


Total  average. 


Blank  &  Gottshall  Co. 
Inc.,  Sunbury. 


Newtown  Feed  &  Grain 
Co.,  Newtown. 


Blank  &  Gottshall  Co., 
Inc.,  Sunbury. 

Average,   


Muth    Bros.,  Elizabeth- 
town. 

Pomona  No.  3  Exchange, 
West  Chester. 


Average, 


8718 

*Not  Registered. 


P.  .T.  Oesterling  &  Son, 
Butler. 

E.   J.   Welch,  Plumville, 


Hoffer  &  Garman,  Har- 
risburg. 


Manchester  Grange  Ooop- 
e  r  a  t  i  V  e  Associatio:j, 
Emigsville. 

E.  W.  Fluke,  Williams- 
burg. 

Peter  Graff  Milling  Co., 
Worthington. 

Manchester  Grange  Coop- 
e  r  a  t  i  V  e  Association, 
Emigsville. 


o 


% 

5.50 
5.85 
5.90 
5.87 
6.05 


8.01 

7.95 
7.90 

7.62 
9.11 

8.36 
10.87 
10.13 

7.90 
10.47 


Protein. 


P 
O 


% 

59.31 
50.19 
48.50 
49.35 
51.26 


4.80 
9.45 


7.75  60.16 


58.06 

59.25 
59.16 

60.63 
53.63 

57.13 

59.38 
68.69 

54.38 
59.38 


7.05     47.00  41.50 


34.06 
37.89 


60.00 


56.00 


60.00 


38-35 
49.25 
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Fat. 


Fiber. 


a 
a 
o 


Certified  Composition. 


Identified  by  Micro- 
scopical EXaijiination. 


O 


% 
11.49 

9.93 

10.53 

10.23 

12.60 


8.67 

9.00 

9.86 
9.18 

11.78 
9.80 

10.79 
4.07 
7.89 

8.20 
11.61 

20.74 

12.44 
10.06 


% 

5.00 
5.00 
5.0O 


8.00 


6.00 


7-9 


11.00 
10. OO 


0.50 


% 
1.50 

3.15 

1.91 

2.53 

1.49 


0.35 


0.61 

0.73 
0.56 

1.45 
1.60 

1.52 
2.82 


3.00 
3.0O 
3.00 


2.0O 


1.00 


1-3 


3.00  1.71 


3,00 
5.00 


8.00 
4.00 

20.00 

10-12 
17.25 


4.58 
1.81 

1.90 

2.59 
2.94 


3.00 
5.00 

4.00 
5.00 

3.00 

3.00 
1.72 


9 

4  75 
4  25 
4  25 
4.25 
4  SO 


3  75 

3  70 

3  75 
3  73 

3  75 
3  75 

3  75 

3  75 

4  50 

3  35 
3  50 

2  75 

2  25 

3  00 


Animal  products. 
Animal  products. 
Animal  products. 


Fish  meal. 


Fish  meal,    As  certified. 


Fish  scraps. 


Digester  tankage. 
Digester  tankage. 


Digester  tankage. 


Digester  tankage. 


Animal  meat  offal, 


Tankage, 

Tankage, 

Tankage, 
Tankage, 


Meat  scraps,   

Meat  scraps,   

Meat  scraps  and  tank- 
age. 


9111 
9114 
0152 


As  certified,    9115 


As  certified. 


As  certified. 


Found  also  animal 
residue,  and  small 
amount  of  fish  meat 
and  bone  residue  . 


AS'  certified, 


8619 


9113 


9512 
8078 


8767 


Found  also  large  pro-  8S42 
portion  vegetable  fib- 
rous material  from 
paunch  contents. 


Tankage  containing 
paunch  contents  or 
fertilizer  tankiige. 


As  certified. 


As  certified, 


Foimd  also  hair. 


Tankage.  Mouldy  and 
damaged. 


922.5 
8719 

8368 

9505 
8718 
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TABLE  III.— ANALYSES  OF  SAMPLES  OF 


Name  and  Address  of  Manufactuier 
or  Importer  and  Brand  Name. 


Sampled  From 


3 
O 


Protein. 


D 
S 
O 


ROBERT  A.   REIOHARD,  ALLEN- 
TOWN,  PA. 
Reichard's  60%  Digester  Tantage,  - 

THE    STADLER   PROOOCTS  CO., 

CLEVELAND,  OHIO. 
Stadler's  Digester  Tankage,   

Stadler's  Digester  Tankage,   

SWIFT    &    COMPANY,  NEWARK, 
N.  J. 

Swift's  Digester  Tankage,   

Swift's  Digester  Tankage,   

Swift's  Digester  Tankage,   

Swift's  Gromeal  for  Hogs,   

Swift's  Gromeal  for  Hogs,   


THE  VAN  IDERSTINE  CO.,  LONG 

ISLAND  CITY,   N.  \. 
Van   Ederstine's  Digester  Tankage 
50%  Protein  for  Hogs. 


POULTRY  BONE. 

THE    BERG    COMPANY,  PHILA- 
DELPHIA, PA. 
'Poultry  Bone  No.  Five,   


♦Poultry  Bone  Meal, 


SWIFT    &    COMPANY,  NEWARK, 
N.  J. 

Swift's  Poultry  Bone  Meal,   


Waldo  Brothers,  Wysox, 


J.     H.     Lavery's  Sons, 

Franklin. 
George    E.  McQuiston, 

Grove  City. 

Average,   


John  B.  Curry's  Sons, 
Swatara. 

S.  S.  Detweiler,  Quaker- 
town  . 

Oil  City  Milling  Co.,  Oil 
City. 

Average,   


F.  W.  Dawson  &  Son, 

Williamsport. 
C.    B.    Tyler,  Tunkhan- 

nock. 

Average,   


Blank  &  Gottshall  Co., 
Inc.,  Sunbury. 

Total  average,   


Blank  &  Gottshall  Co., 

Inc.,  Sunbury. 
Blani  &  Gottshall  Co., 

Inc.,  Sunbury. 


John  B.   Curry's  Sons, 
Swatara. 

Average,   


% 

10.15 


9.03 
6.17 
7.60 

7.21 
7. SO 
8.60 
7.70 
8.50 
9.06 
8.78 

6.81 
8.34 


5.98 
6.02 


6.33 
6.11 


%  % 
57.31  60.00 


61.56 
62.81 
63.19 

64.69 
59.38 
64.63 
62.90 
51.06 
54.25 
52.66 


48.88 
55.53 


27.44 
26.06 

29.25 
27.59 


*Not  Registered. 
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Fat. 


Fiber. 


o 


Certified  Composition. 


Identified  by  Micro- 
scopical Examination. 


% 

5.0O 


1.00 
1.00 


5.00 
5.00 
5.00 


3.00 
3.00 


1.00 


2.00 


% 
2.80 


1.99 
1.67 
1.83 

1.66 
1.50 
1.56 
1.57 
1.48 
2.04 
1.76 

4.11 
2.23 


4.40 
5.16 

4.09 
4.55 


% 

4.0O 


4.00 
4.00 


3.0O 
3.00 
3.0O 


5.00 
5.00 


3.50 


3.00 


8  90 


4.75 
4  25 
4.50 

3  60 
3  50 
3  80 
3  63 
3  50 
3  50 
3  50 

3  50 
3  61 


3  75 

3  75 

4  OO 
3  83 


Digester  tankage,  ... 

Digester  taiLkage,  .— 

Digester  tankage,  — 
I 

Digester  tankage,  .— 

Digester  tankage,  _— 

Digester  tankage,  — 

Meat,  blood,  bone,  . 
Meat  and  bone  meal. 


Digester  tankage. 


Poultry  bone,   

Poultry  bone  meal. 

Poultry  bone  meal. 


As  certified. 

As  certified, 
As  certified . 


As  certified , 
As  certified. 
As  certified. 

Tankage,  _. 
Tankage,  .. 

As  certified. 

As  certified. 
As  certified. 

As  certified. 


8999 


9434 
!.'5l>4 


9138 
8i?81 
9r84 

9653 
8981 


9112 


9116 
9117 

9137 


(232) 


